Georgia Department of Public Health 
Contract for Services 


Solicitation Title Solicitation Number Contract Number 

Positive Alternatives for Pregnancy 2017 DPH0000126 40500-040-17172496 

1. This Contract is entered into between the Georgia Department of Public Health and the Contractor named below* 
Life Resources of Georgia, Inc. (hereafter called Contractor) 


2. Contract to Begin: 

Date of Completion: 

Renewals 

6/30/2017 

6/29/2018 

Four (4) 

3. Performance Bond, if any: 


Other Bonds, if any: 

N/A 


N/A 


4. Maximum Amount of this Total Financial Obligation of the Total Financial Obligation of the Department 

Contract: Department for the First Fiscal for each Renewal Period if Renewed: 

$3,000,000.00 Year TBD 

$3,000,000.00 

IN WITNESS WHEREOF, this Contract has been executed by the parties hereto. 

5. 

Life Resources of Georgia, Inc. (hereafter called Contractor) 


yCMiractor's Name (It, 

CBM. i 

Other thari in it 

MOW 

dividual, state whether a corporation, partnership, etc.) 

jSy Mi 

vlk 

utfYorized Signa i 

fM 


L 1 

M 

“ nlxh i 

Printed Name and Title of Person Sigr 

Y-Q. M 

'U 

ta Oft Vm 


6 . 

Georgia Department of Public Health (hereafter called “DPH” or “Department”) 



7. Authorized Person to Receive Contract Notices for 

Authorized Person to Receive Contract Notices for Contractor. 

Department: 


Business Owner: 

Business Contact: 

Diane Durrence 

Christina Middleton 

Georgia Department of Public Health 

Life Resources of Georgia, Inc. 

2 Peachtree St. NW, 11 m Floor 

Phone: 678-622-5947 

Atlanta, GA 30303 

Email: christina(5)liferesourcesaa.com 

Phone: 404-657-2742 


Email: Diane.DurrenceOdDh.oa.aov 

Physical Location: 


6405 Sugarloaf Parkway 

Contract Administrator 

Duluth, GA 30097 

Jamlllia L. Richmond 


Georgia Department of Public Health 

Mailing Address: 

2 Peachtree St. NW, 9* Floor 

P.O. Box 6375 

Atlanta, GA 30303 

Macon, GA 3102 

Phone: 404-232-1142 


Email: Jamillia.Richmond(S)dDh.Qa.qov 



8. The parties agree to comply with the terms and conditions of the following attachments which are by this reference made a part of 
the Contract: 


Georgia Department of Public Health 
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Attachment 1: Department of Public Health Terms and Conditions for Contracts for Services 

Attachment 2: Vendor Lobbyist Disclosure (pursuant to Georgia Executive Order Number 10.01.03.01, 2003) 

Attachment 3: External Entities Audit Standards and Sanctions (pursuant to 2 CFR Part 200, 45 CFR Part 75.501, 7 CFR 
Part 277.17 Audit Requirements, O.C.G.A. 50-20-1 through 50-20-8 

Attachment 4: Contractor Work Authorization Affidavit O.C.G.A. 13-10-91 (b)(1) 

Attachment 5: Solicitation (referenced above) 

Attachment 6: Contractor's Final Response 

Attachment 7: Responsibilities. Deliverables and Payment Schedule 
Attachment 8: Insurance Forms 

Attachment 9: Department of Public Health Form GC-00901 A Business Associate Agreement — — 













Department of Public Health 
Attachment 1 

Terms and Conditions for Services Contracts 


A. DEFINITIONS AND GENERAL INFORMATION 

1. Definitions. The following words shall be defined as set forth below: 

i. "Contractor" means the provider of the Services under the Contract as identified in 
paragraph 1 on page 1. 

ii. “Department” means the Georgia Department of Public Health. 

iii. "Purchase Instrument" means the documentation issued by the Department to the 
Contractor for a purchase of Services in accordance with the terms and conditions of 
the Contract. The Purchase Instrument should reference the Contract and may include 
an identification of the items to be purchased, the delivery date and location, the 
address where the Contractor should submit the invoices, and any other requirements 
deemed necessary by the Department. 

iv. "Response", "Contractor’s Response" or "Final Response" means the 

Contractor’s response to the RFX, including any modifications or clarifications 

accepted by the Department. 

v. "RFX” means the Request for Proposal, Request for Bid, or other solicitation 

document (and any amendments or addenda thereto) specifically identified in the 
Department Standard Contract Form, which solicitation document was issued 

(electronically or by other means) to solicit the Services that are subject to the 
Contract. 

vl. "Services" means the services and deliverables as provided in the RFX and as further 
described by the Response and the Contract. 

2. Priority of Contract Provisions. The terms of this Contract for Services and these Contract 

Terms and Conditions for Services shall control over any contradictory language appearing in 

any other attached contract document. Any contract terms and conditions included on 

Contractor’s invoices shall not bind the Department. 

3. Reporting Requirements. Contractor shall provide all reports required by the RFX. In 
addition, unless otherwise provided in the RFX, Contractor shall keep a record of the 
purchases made pursuant to the Contract and shall submit a quarterly written report to the 
Department. 

B. DURATION OF CONTRACT 

1. Contract Term. The Contract shall begin and end on the dates specified in the Department 
Standard Contract Form unless terminated earlier in accordance with the applicable terms and 
conditions. 
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2. Contract Renewal. If renewals are authorized on paragraph 2 on page 1, the Department 
shall have the option, in its sole discretion, to renew the Contract for additional one-year terms 
by giving the Contractor written notice of the renewal decision. Upon the Department's 
election, in its sole discretion, to renew any part of this Contract, Contractor shall remain 
obligated to perform in strict accordance with this Contract unless otherwise agreed by the 
Department and the Contractor. The Contract shall be renewed at the same amount with the 
same deliverables unless otherwise agreed upon. 

C. DESCRIPTION OF SERVICES 

1. Specification in Bidding Documents. All Services shall be provided in accordance with the 
specifications contained in the RFX, the terms of the Contract, and as further described in 
Contractor's Response. 

2. Product Shipment and Delivery. All products, if any, shall be shipped F.O.B. destination. 
Destination shall be the location(s) specified in the RFX or any provided Purchase Instrument. 
All items shall be at the Contractor’s risk until they have been delivered and accepted by the 
receiving entity. All items shall be subject to inspection on delivery. Hidden damage will 
remain the responsibility of the Contractor to remedy without cost to the Department, 
regardless of when the hidden damage is discovered. 

D. COMPENSATION 

1. Pricing and Payment. The Contractor will be paid for the Services sold pursuant to the 
Contract in accordance with the RFX and final pricing documents as incorporated by 
paragraph 6 on page 1. Unless clearly stated otherwise in the Contract, all prices are fixed 
and are not subject to variation. Prices include, but are not limited to freight, insurance, fuel 
surcharges and customs duties. 

2. Billings. If applicable, and unless the RFX provides otherwise, the Contractor shall submit, on 
a regular basis, an invoice for the Services supplied to the Department under the Contract at 
the billing address specified in the Purchase Instrument or Contract. The Department shall pay 
all approved invoices in arrears. 

Unless otherwise agreed in writing by the Department and the Contractor, the Contractor shall 
not be entitled to receive any other payment or compensation from the Department for 
Services provided by or on behalf of the Contractor under the Contract. The Contractor shall 
be solely responsible for paying all costs, expenses and charges it incurs in connection with its 
performance under the Contract. 

3. Delay of Payment Due to Contractor’s Failure. If the Department in good faith determines 
that the Contractor has failed to perform or deliver Services as required by the Contract, the 
Contractor shall not be entitled to any compensation under the Contract until such Services 
are properly performed. In this event, the Department may withhold that portion of the 
Contractor’s compensation which represents payment for Services that were not delivered or 
performed. To the extent that the Contractor’s failure to perform or deliver in a timely manner 
causes the Department to incur costs, the Department may deduct the amount of such 
incurred costs from any amounts payable to Contractor. The Department’s authority to deduct 
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such incurred costs shall not affect the Department’s authority to terminate the Contract. 

4. Set-Off Against Sums Owed by the Contractor. In the event that the Contractor owes the 
Department any sum under the terms of the Contract, the Department may set off the sum 
owed to the Department against any sum owed by the Department to the Contractor in the 
Department’s sole discretion. 

E. TERMINATION 

1. Summary Termination. The Department may terminate the Contract for any one or more of 
the following reasons effective immediately without advance notice: 

I. The revocation of loss of any certification or license which Contractor is required to 
have as a condition precedent to providing such Services; 

ii. The Department determines that the actions, or failure to act, of the Contractor, its 
agents, employees or subcontractors have caused, or reasonably could cause, a risk 
to life, health, or safety; 

iii. The Contractor fails to comply with confidentiality laws or obligations; 

Iv. The Contractor furnished any statement, representation or certification in connection 
with the Contract or the bidding process which is materially false, deceptive, incorrect 
or incomplete; or 

v. Pursuant to O.C.G.A. Section 50-5-64, if the Department determines, in its sole 
discretion, that appropriated and otherwise unobligated funds are no longer available to 
satisfy the obligations of the Department under this contract. 

2. Termination for Cause. The occurrence of any one or more of the following events shall 
constitute cause for the Department to declare the Contractor in default, and to terminate the 
Contract if such default is not cured to the Department’s satisfaction within thirty days after 
receiving written notice of default: 

i. The Contractor fails to deliver or has delivered nonconforming Services, or fails to 
perform, to the Department’s satisfaction, any material requirement of the Contract, or 
is in violation of a material provision of the Contract, including, but without limitation, 
the express warranties made by the Contractor; 

ii. The Department determines that satisfactory performance of the Contract is 
substantially endangered or that a default is likely to occur; 

iii. The Contractor fails to make substantial and timely progress toward performance of the 
Contract; 

iv. The Contractor terminates or suspends its business, or the Department reasonably 
believes that the Contractor has become insolvent or unable to pay its obligations as 
they accrue consistent with applicable federal or state law; 
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v. The Contractor has failed to comply with applicable federal, state and local laws, rules, 
ordinances, regulations and orders when performing within the scope of the Contract; 

vi. The Contractor has engaged in conduct that has or may expose the Department or the 
State to liability, as determined in the Department’s sole discretion; or 

vii. The Contractor has infringed any patent, trademark, copyright, trade dress or any other 
intellectual property rights of the Department, the State, or a third party. 

3. Termination For Convenience. Following thirty days’ written notice, the Department may 
terminate the Contract in whole or in part without the payment of any penalty or incurring any 
further obligation to the Contractor. Following termination for convenience, the Contractor 
shall be entitled to compensation, upon submission of invoices and proper proof of claim, for 
Services provided under the Contract to the Department up to and including the date of 
termination. 

4. The Contractor’s Termination Duties. Upon receipt of notice of termination or upon request 
of the Department, the Contractor shall: 

i. Cease work under the Contract and take all necessary or appropriate steps to limit 
disbursements and minimize costs, and furnish a report within thirty days of the date of 
notice of termination, describing the status of all work under the Contract, including, 
without limitation, results accomplished, conclusions resulting therefrom, and any other 
matters the Department may require; 

ii. Immediately cease using and return to the State, any personal property or materials, 
whether tangible or intangible, provided by the State to the Contractor; 

iii. Comply with the State’s instructions for the timely transfer of any active files and work 
product produced by the Contractor under the Contract; 

iv. Cooperate in good faith with the Department and its employees, agents and 
contractors during the transition period between the notification of termination and the 
substitution of any replacement contractor; and 

v. Immediately return to the Department any payments made by the Department for 
Services that were not delivered or rendered by the Contractor. 

F. CONFIDENTIAL INFORMATION 

1. Access to Confidential Data. The Contractor’s employees, agents and subcontractors may 
have access to confidential data maintained by the State to the extent necessary to carry out 
the Contractor's responsibilities under the Contract. All information received pursuant to the 
Contract is confidential and shall remain the property of the Department unless otherwise 
designated by the Department. 

i. The Contractor shall provide to the State a written description of the Contractor's 
policies and procedures to safeguard confidential information; 



ii. Policies of confidentiality shall address, as appropriate, information conveyed in verbal, 
written, and electronic formats; 

iii. The Contractor must designate one individual who shall remain the responsible 
authority in charge of all data collected, used, or disseminated by the Contractor in 
connection with the performance of the Contract; and 

iv. The Contractor shall provide adequate supervision and training to its agents, 
employees and subcontractors to ensure compliance with the terms of the Contract. 

The private or confidential data shall remain the property of the State at all times. 
Some Services performed for the Department may require the Contractor to sign a 
nondisclosure agreement. Contractor understands and agrees that refusal or failure to 
sign such a nondisclosure agreement, if required, may result in termination of the 
Contract. 

2. No Dissemination of Confidential Data. No confidential data collected, maintained, or used 
in the course of performance of the Contract shall be disseminated except as authorized by 
law and with the written consent of the State, either during the period of the Contract or 
thereafter. Any data supplied to or created by the Contractor shall be considered the property 
of the State. The Contractor must return any and all data collected, maintained, created or 
used in the course of the performance of the Contract, in whatever form it is maintained, 
promptly at the request of the State. 

3. Subpoena. In the event that a subpoena or other legal process is served upon the Contractor 
seeking records containing confidential information, the Contractor shall promptly notify the 
State and cooperate with the State in any lawful effort to protect the confidential information. 

4. Reporting of Unauthorized Disclosure. The Contractor shall immediately report to the State 
any unauthorized disclosure of confidential information. 

5. Survives Termination. The Contractor’s confidentiality obligation under the Contract shall 
survive termination of the Contract. 

G. INDEMNIFICATION 

1. Contractor's Indemnification Obligation. The Contractor agrees to indemnify and hold 
harmless the State Government Tort Claims Fund, the Department, and its officers, 
employees, agents, and volunteers (collectively "Indemnified Parties") from any and all costs, 
expenses, losses, claims, damages, liabilities, settlements and judgments, related to or arising 
from: 


i. Any breach of the Contract; 

ii. Any negligent, intentional, or wrongful act or omission of the Contractor or its 
employees, agents, or subcontractors; 

iii. Any failure of Services to comply with applicable specifications, warranties, and 
certifications under the Contract; 
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iv. The negligence or fault of the Contractor in design, testing, development, manufacture, 
or otherwise with respect to the Services provided under the Contract; 

v. Claims, demands, or lawsuits that, with respect to any goods that may be furnished 
under this Contract, allege product liability, strict product liability, or any variation 
thereof; 

vi. The Contractor’s performance or attempted performance of the Contract, including any 
employee, agent or subcontractor utilized or employed by the Contractor; 

vli. Any failure by the Contractor to make all reports, payments and withholdings required 
by federal and state law with respect to social security, employee income and other 
taxes, fees or costs required by the Contractor to conduct business in the State of 
Georgia or the United States; 

viii. Any infringement of any copyright, trademark, patent, trade dress, or other intellectual 
property right; or 

ix. Any failure by the Contractor to adhere to the confidentiality provisions of the Contract. 

2. Patent/Copyright Infringement Indemnification. Contractor shall, at its own expense, be 
entitled to and shall have the duty to assist in the defense of any suit instituted against the 
State and indemnify the State against any award of damages and costs made against the 
State in such suit insofar as the same is based on any claim that any of the Services 
constitutes an infringement of any United States Letters Patent or copyright, provided the 
State gives the Contractor immediate notice in writing of the institution of such suit, permits 
Contractor to fully participate in the defense of the same, and gives Contractor all available 
information, assistance and authority to enable Contractor to do so. Contractor shall have 
the right to enter into negotiations for and the right to effect settlement or compromise of any 
such action, but no such settlement shall be binding upon the State unless approved by the 
State. 

In case any of the Services is in any suit held to constitute infringement and its use is enjoined, 
Contractor shall, at its option and expense: 

i. Procure for the State the right to continue using the Services; 

ii. Replace or modify the same so that it becomes non-infringing; or 

iii. Remove the same and cancel any future charges pertaining thereto. 

Contractor, however, shall have no liability to the State if any such patent, or Copyright 
infringement or claim thereof is based upon or arises out of any patent or copyright in which 
the Department or any affiliate or subsidiary of the Department has any direct interest by 
license or otherwise. 

3. Survives Termination. The indemnification obligation of the Contractor shall survive 
termination of the Contract. 
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H. INSURANCE 


Contractor shall provide all insurance as required by the RFX. 

I. BONDS 

The Contractor shall provide all required bonds in accordance with the terms of the RFX and as 

stated in paragraph 3 on page 1. 

J. WARRANTIES 

1. Construction of Warranties Expressed in the Contract with Warranties Implied by Law. 

All warranties and representations made by the Contractor and its subcontractors in the 
Contract and the Contractor’s Response, whether or not the Contract specifically denominates 
warranties and representations as a warranty or whether the warranty is created only by the 
Contractor’s affirmation or promise, or is created by a description of the Services to be 
provided, or by provision of samples to the State shall not be construed as limiting or negating 
any warranty provided by law, including without limitation, warranties which arise through 
course of dealing or usage of trade, the warranty of merchantability, and the warranty of 
fitness for a particular purpose. The warranties expressed in the Contract are intended to 
supplement any warranties that may be implied or imposed by law. 

2. Warranty - Nonconforming Services and Goods. All Services and any goods delivered by 
Contractor to the Department shall be free from any defects in design, material, or 
workmanship. If any Services or goods offered by the Contractor are found to be defective in 
material or workmanship, or do not conform to Contractor’s warranty, then the Department 
shall have the option of remedying same at Contractor’s expense. Payment by the 
Department shall not constitute acceptance or relieve the Contractor of any obligation under 
the Contract. 

3. Compliance with Federal Safety Acts. Contractor warrants and guarantees to the State that 
the Services provided under the Contract are in compliance with Sections 5 and 12 of the 
Federal Trade Commission Act; the Fair Packaging and Labeling Act; the Federal Food, Drug, 
and Cosmetic Act; the Consumer Product Safety Act; the Federal Environmental Pesticide 
Control Act; the Federal Hazardous Substances Act; the Fair Labor Standards Act; the Wool 
Products Labeling Act; the Flammable Fabrics Act; the Occupational Safety and Health Act; 
the Office of Management and Budget A-110 Appendix A; and the Anti-Kickback Act of 1986. 

4. Conformity with Contractual Requirements. Originality and Title to Concepts, Materials, 
and Goods Produced. Contractor represents and warrants that the Services provided to the 
State shall be wholly original with the Contractor or that the Contractor has secured all 
applicable interests, rights, licenses, permits or other intellectual property rights necessary to 
provide such Services. 

5. Title to Property. The Contractor represents and warrants that title to any property assigned, 
conveyed or licensed to the State is good and that transfer of title or license to the State is 
rightful and that all property shall be delivered free of any security interest or other lien or 
encumbrance. Title to any supplies, materials, or equipment shall remain in the Contractor 
until fully paid for by the Department. Except as otherwise expressly authorized by the 
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Department, all materials produced by Contractor personnel in performance of Services, 
including but not limited to software, charts, graphs, diagrams, video tapes and other project 
documentation shall be deemed to be work made for hire and shall be the property of the 
State of Georgia. 

6. Industry Standards. The Contractor warrants that all aspects of the Services provided by it 
shall at a minimum conform to the standards in the Contractor's industry. This requirement 
shall be in addition to any express warranties, representations, and specifications included in 
the Contract, which shall take precedence. 

7. Contractor's Personnel and Staffing. Contractor warrants that all persons assigned to 
perform the Services under this Contract are either lawful employees of Contractor or lawful 
employees of a Subcontractor authorized by the Department. All of Contractor or any 
subcontractor's personnel shall comply with the confidentiality requirements of the Contract 
and the security requirements of the applicable Department while on state property. In the 
event that any of Contractor or subcontractor's personnel do not comply with such 
confidentiality and security requirements, the Department may have the personnel removed 
from State premises. 

All persons assigned to perform the Services under this Contract shall be qualified to perform 
such Services. Personnel assigned by Contractor shall have all professional licenses required 
to perform the Services. If the Department believes that the performance or conduct of any 
person employed or retained by Contractor to perform any Services hereunder is 
unsatisfactory for any reason or is not in compliance with the provisions of this Contract, the 
Department shall notify Contractor in writing and Contractor shall promptly address the 
performance or conduct of such person, or, at the Department's request, immediately replace 
such person with another person acceptable to the Department and with sufficient knowledge 
and expertise to perform the Services in accordance with this Contract. 

Contractor warrants that an adequate number of appropriately qualified personnel will be 
employed and available to provide the Services in accordance with the schedule and 
maintenance requirements set forth in the RFX and this Contract. 

K. PRODUCT RECALL 

If this Contract includes the provision of goods and in the event that any of the goods are 
found by the Contractor, the State, any governmental agency, or court to contain a defect, 
serious quality or performance deficiency, or not to be in compliance with any standard or 
requirement so as to require or make advisable that such goods be reworked or recalled, the 
Contractor will promptly communicate all relevant facts to the Department and undertake all 
corrective actions, including those required to meet all obligations imposed by laws, 
regulations, or orders, and shall file all necessary papers, corrective action programs, and 
other related documents, provided that nothing contained in this section shall preclude the 
Department from taking such action as may be required of it under any such law or regulation. 
The Contractor shall perform all necessary repairs or modifications at its sole expense except 
to any extent that the Contractor and the State shall agree to the performance of such repairs 
by the State upon mutually acceptable terms. 

L. CONTRACT ADMINISTRATION 
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1. Order of Preference. In the case of any inconsistency or conflict among the specific 
provisions of the Department Standard Contract Terms and Conditions (including any 
amendments accepted by both the Department and the Contractor attached hereto), the RFX 
(including any subsequent addenda), and the Contractor’s Response, any inconsistency or 
conflict shall be resolved as follows: 

i. First, by giving preference to the specific provisions of the Department Standard 
Contract Terms and Conditions. 

ii. Second, by giving preference to the specific provisions of the RFX. 

iii. Third, by giving preference to the specific provisions of the Contractor’s Response, 
except that objections or amendments by a Contractor that have not been explicitly 
accepted by the Department in writing shall not be included in this Contract and shall 
be given no weight or consideration. 

2. Intent of References to Bid Documents. The references to the parties' obligations, which 
are contained in this document, are intended to supplement or clarify the obligations as stated 
in the RFX and the Contractor’s Response. The failure of the parties to make reference to the 
terms of the RFX or the Contractor’s Response in this document shall not be construed as 
creating a conflict and will not relieve the Contractor of the contractual obligations imposed by 
the terms of the RFX and the Contractor’s Response. The contractual obligations of the 
Department cannot be implied from the Contractor’s Response. 

3. Compliance with the Law. The Contractor, its employees, agents, and subcontractors shall 
comply with all applicable federal, state, and local laws, rules, ordinances, regulations and 
orders now or hereafter in effect when performing under the Contract, including without 
limitation, all laws applicable to the prevention of discrimination in employment and the use of 
targeted small businesses as subcontractors or contractors. The Contractor, its employees, 
agents and subcontractors shall also comply with all federal, state and local laws regarding 
business permits and licenses that may be required to carry out the work performed under the 
Contract. Contractor and Contractor's personnel shall also comply with all State and 
Department policies and standards in effect during the performance of the Contract, including 
but not limited to the Department’s policies and standards relating to personnel conduct, 
security, safety, confidentiality, and ethics. 

4. Drug-free Workplace. The Contractor hereby certifies as follows: 

i. Contractor will not engage in the unlawful manufacture, sale, distribution, dispensation, 
possession, or use of a controlled substance or marijuana during the performance of 
this Contract; and 

ii. If Contractor has more than one employee, including Contractor, Contractor shall 
provide for such employees a drug-free workplace, in accordance with the Georgia 
Drug-free Workplace Act as provided in O.C.G.A. Section 50-24-1 et seq., throughout 
the duration of this Contract; and 
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iii. Contractor will secure from any subcontractor hired to work on any job assigned under 
this Contract the following written certification: "As part of the subcontracting 
agreement with (Contractor’s Name), (Subcontractor's Name) certifies to the contractor 
that a drug-free workplace will be provided for the subcontractor’s employees during 
the performance of this Contract pursuant to paragraph 7 of subsection (b) of Code 
Section 50-24-3”. 

5. Boycott of the Nation of Israel Prohibited. The Contractor certifies that it is not currently 
engaged in a boycott of the nation of Israel, and that it will not engage in such a boycott for the 
duration of this contract. 

6. Amendments. The Contract may be amended only through a writing signed by both parties. 
If the contract award exceeds the delegated purchasing authority of the Department, then the 
Department must obtain approval of the amendment from the Department of Administrative 
Services (DOAS). 

6. Third Party Beneficiaries. There are no third-party beneficiaries to the Contract. The 
Contract is intended only to benefit the State and the Contractor. 

7. Choice of Law and Forum. The laws of the State of Georgia shall govern all matters arising 
out of or in connection with this Contract without regard to the choice of law provisions of State 
law. In the event any civil action is commenced in connection with this Contract, such civil 
action shall be brought in the State or Superior Court of Fulton County, Georgia. This 
provision shall not be construed as waiving any immunity to suit or liability, including without 
limitation sovereign immunity, which may be available to the State. 

8. Notice of Intent to Litigate and Alternative Dispute Resolution Procedures. No civil 
action with respect to any dispute, claim, or controversy arising out of or relating to this 
Contract may be commenced without first giving fourteen calendar days written notice of the 
claim and the intent to initiate a civil action. At any time prior to the commencement of a civil 
action, the State may elect to submit the matter to non-binding mediation or to binding 
arbitration. The parties will cooperate with one another in selecting a mediator or arbitrator 
and in scheduling the mediation or arbitration proceedings. Venue for the mediation or 
arbitration will be in Atlanta, Georgia; provided, however, that any mediation proceedings may 
be conducted by teleconference with the consent of the mediator. The parties covenant that 
they will participate in the mediation in good faith. 

All offers, promises, conduct and statements, whether oral or written, made in the course of 
the mediation by any of the parties, their agents, employees, experts and attorneys, and by the 
mediator or employees of any mediation service, are inadmissible for any purpose (including 
but not limited to impeachment) in any proceeding involving the parties, provided that evidence 
that is otherwise admissible or discoverable shall not be rendered inadmissible or non- 
discoverable as a result of its use in the mediation. 

No party may commence a civil action with respect to any matters submitted to mediation until 
forty-five days after the completion of the initial mediation session. 

9. Assignment and Delegation. The Contract may not be assigned, transferred or conveyed in 
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whole or in part without the prior written consent of the Department. 

10. Use of Third Parties. Except as may be expressly agreed to in writing by the Department, 
Contractor shall not subcontract, assign, delegate or otherwise permit anyone other than 
Contractor or Contractor's personnel to perform any of Contractor's obligations under this 
Contract or any of the work subsequently assigned under this Contract. No subcontract which 
Contractor enters into with respect to performance of obligations or work assigned under the 
Contract shall in any way relieve Contractor of any responsibility, obligation or liability under 
this Contract and for the acts and omissions of all subcontractors, agents, and employees. All 
restrictions, obligations and responsibilities of the Contractor under the Contract shall also 
apply to the subcontractors. Any contract with a subcontractor must also preserve the rights of 
the Department. The Department shall have the right to request the removal of a 
subcontractor from the Contract for good cause. 

11. Integration. The Contract represents the entire agreement between the parties. The parties 
shall not rely on any representation that is not included in the Contract. Unless otherwise 
specified in the Contract, this Contract supersedes all prior contracts or agreements between 
the Department and the Contractor for the Services provided in connection with the Contract. 

12. Not a Joint Venture. Nothing in the Contract shall be construed as creating or constituting 
the relationship of a partnership, joint venture, or principal and agency relationship between 
the parties. Neither Contractor nor any of Contractor's agents, servants, employees, 
subcontractors or contractors shall become or be deemed to become agents, servants, or 
employees of the State. 

13. Waiver. Except as specifically provided for in a waiver signed by duly authorized 
representatives of the Department and the Contractor, failure by either party at any time to 
require performance by the other party or to claim a breach of any provision of the Contract 
shall not be construed as affecting any subsequent right to require performance or to claim a 
breach. 

14. Severability. If any provision of the Contract is determined to be invalid or unenforceable, 
such determination shall not affect the validity or enforceability of any other part or provision of 
the Contract. Further, if any provision of the Contract is determined to be unenforceable by 
virtue of its scope, but may be made enforceable by a limitation of the provision, the provision 
shall be deemed to be amended to the minimum extent necessary to render it enforceable 
under the applicable law. 

15. Time is of the Essence. Time is of the essence with respect to the performance of the terms 
of the Contract. 

16. Record Retention and Access. The Contractor shall maintain books, records and 
documents in accordance with generally accepted accounting principles and procedures and 
which sufficiently and properly document and calculate all charges billed to the State 
throughout the term of the Contract for a period of at least five years following the date of final 
payment, termination, or completion of any required audit, whichever is later. Records to be 
maintained include both financial records and service records. The Contractor shall permit the 
Auditor of the State of Georgia or any authorized representative of the State, and where 
federal funds are involved, the Comptroller General of the United States, or any other 
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authorized representative of the United States government, to access and examine, audit, 
excerpt and transcribe any directly pertinent books, documents, papers, electronic or optically 
stored and created records or other records of the Contractor relating to orders, invoices or 
payments or any other documentation or materials pertaining to the Contract, wherever such 
records may be located during normal business hours. The Contractor shall not impose a 
charge for audit or examination of the Contractor’s books and records. If an audit discloses 
incorrect billings or improprieties, the State reserves the right to charge the Contractor for the 
cost of the audit and appropriate reimbursement. Evidence of criminal conduct will be turned 
over to the proper authorities. 

17. Debarred, Suspended, and Ineligible Status. Contractor warrants that neither Contractor 
nor any of its subcontractors has been debarred, suspended, or declared ineligible by any 
agency of the State of Georgia, or as defined in the Federal Acquisition Regulation (FAR) 48 
C.F.R. Ch.1 Subpart 9.4. Contractor will immediately notify the Department if Contractor is 
debarred by the State or placed on the Consolidated List of Debarred, Suspended, and 
Ineligible Contractors by a federal entity. 

18. Use of Name or Intellectual Property. Contractor agrees it will not use the name of the 
Georgia Department of Public Health or any intellectual property owned by the State of 
Georgia, including but not limited to State trademarks or logos, in any manner, including 
commercial advertising or as a business reference, without the express prior written consent of 
the Department. 

19. Taxes. Contractor is responsible for the payment of any federal taxes that may be due on 
goods or services provided under this Contract, including income tax withholding and payroll 
taxes. The Department is exempt from State and Local Sales and Use Taxes. Tax Exemption 
Certificates will be furnished upon request. 

20. Certification Regarding Sales and Use Tax. By executing the Contract the Contractor 
certifies it is either (a) registered with the State Department of Revenue, collects, and remits 
State sales and use taxes as required by Georgia law, including Chapter 8 of Title 48 of the 
O.C.G.A.; or (b) not a “retailer" as defined in O.C.G.A. Section 48-8-2. 

21. Obligations Beyond Contract Term. All obligations of the Contractor incurred or existing 
under the Contract as of the date of expiration, termination or cancellation will survive the 
termination, expiration or conclusion of the Contract. 

22. Further Assurances and Corrective Instruments. The Department and the Contractor 
agree that they will, from time to time, execute, acknowledge and deliver, or cause to be 
executed, acknowledged and delivered, such supplements hereto and such further documents 
as may reasonably be required for carrying out the Contract. 

23. Transition Cooperation and Cooperation with other Contractors. Contractor agrees that 
upon termination of this Contract for any reason, it shall provide sufficient efforts and 
cooperation to ensure an orderly and efficient transition of services to the State or another 
contractor. The Contractor shall provide full disclosure to the State and the third-party 
contractor about the equipment, software, or services required to perform the Services for the 
State. The Contractor shall transfer licenses or assign agreements for any software or third- 
party services used to provide the Services to the State or to another contractor. 
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Further, in the event that the State has entered into or enters into agreements with other 
contractors for additional work related to Services rendered under the Contract, Contractor 
agrees to cooperate fully with such other contractors. Contractor shall not commit any act, 
which will interfere with the performance of work by any other contractor. 
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ATTACHMENT 2 

VENDOR LOBBYIST DISCLOSURE AND REGISTRATION CERTIFICATION FORM 


Pursuant to Executive Order Number 10.01.03.01 (the “Order'), which was signed by Governor Sonny 
Perdue on October 1, 2003, Contractors with the state are required to complete this form. The Order 
requires “Vendor Lobbyists," defined as those who lobby state officials on behalf of businesses that 
seek a contract to sell goods or services to the state or those who oppose such a contract, to certify 
that they have registered with the State Ethics Commission and filed the disclosures required by 
Article 4 of Chapter 5 of Title 21 of the Official Code of Georgia Annotated. Consequently, every 
vendor desiring to enter into a contract with the state must complete this certification form. False, 
incomplete, or untimely registration, disclosure, or certification shall be grounds for termination of the 
award and contract and may cause recoupment or refund actions against Contractor. 

In order to be in compliance with Executive Order Number 10.01.03.01, please complete this 
Certification Form by designating only one of the following: 

Contractor does not have any lobbyist employed, retained, or affiliated with the Contractor 
who is seeking or opposing contracts for it or its clients. Consequently, Contractor has not 
registered anyone with the State Ethics Commission as required by Executive Order Number 
10.01.03.01 and any of its related rules, regulations, policies, or laws. 

□ Contractor does have lobbyist(s) employed, retained, or affiliated with the Contractor who are 
seeking or opposing contracts for it or its clients. The lobbyists are: 


Contractor states, represents, warrants, and certifies that it has registered the above named 
lobbyists with the State Ethics Commission as required by Executive Order Number 
10.01.03.01 and any of its related rules, regulations, policies, or laws. 

□ Contractor is a Georgia state agency. 


CONTRACTOR NAME (print):, Hil tmmjL&iM 


SIGNATURE DATE 

~?/Wi7 
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ATTACHMENT 3 



faoqytG Ot pcr t mcn f cf PubUt Ktat&t 


GEORGIA DEPARTMENT OF PUBLIC HEALTH 
POLICY # AU-02001 

EXTERNAL ENTITIES AUDIT STANDARDS AND 
SANCTIONS POLICY 



To ensure that those non-federal entities which receive funds from the Department of 
Public Health (DPH) conform to the standards and requirements imposed by federal and 
state tew and by DPH s Contracts Sanctions are imposed on those entities that do not 
comply with the standards and/or audit requirements 

1.1 AUTHORITY - The Georgia Department of Public Health (DPH) External Entities 
Audit Standards and Sanction Policy is pubfehed under the authority of DPH and in 
compliance with the following: 

1 1 1 Official Code of Georgia Annotated (OCGA), Sections. 

50-20-1 through 50-20-6 as amended. 1996 Legislative Session 
Single Audit Act Amendments of 1996 (PL 104-156) 

1 1.2 2 CFR Part 200 

CFR Tide 45. Part 75.501 

CFR Title 7. Part 277.17 entitled Audit Requirements 

Standards for Audit of Governmental Organizations. Programs. Activities 
and Functions 

2.0 SCOPE 

This policy applies to aQ norvfederal entities which receive funds from die Department 
of Public Health (DPH) 


rage i/ or i50 
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3.0 POLICY 

Entities that contract with the Department must meet certain financial reporting 
requirements. These requirements are defined in: the Single Audit Act Amendment of 
1996: 2 CFR Part 200.501; Contract Provisions: DPH Policy; and Title 50. Chapter 20, 
Sections 1 through 8 of the Official Code of Georgia Annotated. The requirements vary 
according to the dollar amount expended by the entity during its accounting year. The 
DPH Office of Audits and the Public Health Programmatic Officers/Business Owners have 
certain responsibilities that are delineated below. Several words and phrases are used in 
these procedures that may have meaning that is special to these procedures. These 
words and phrases are defined below along with the addresses of the Public Health Office 
of Audits and the State Department of Audits: 

Public Health Office of Audits Public Health Office of Audits 

Two Peachtree Street. NW 
Suite 9*100 

Atlanta. Georgia 30303-3142 

State Department of Audits: State Department of Audits and Accounts 

Professional Practices Division. Suite 214 
254 Washington Street. SW 
Atlanta. Georgia 30334-8400 


4.0 DEFINITIONS 

4.1 Budget Category - A numbering system used for budget and accounting purposes 
that corresponds to a specific program name. Numbers reduce chances of 
confusion with similar program names. 

4.2 Contractor’s Fiscal Year - The 12-month accounting period established by the 
entity as its business year, which is on file with the U.S. Internal Revenue Service 
as the basis for filing required for tax and Tax Exempt Status Returns. 

4.3 Entity - An organization receiving funds from DPH exclusive of Public Health field 
offices. 

4.4 Expense Category - A numbering system corresponding to a list of specific 
services within a Budget Category, where the amount of funds used to pay for the 
service are recorded for accounting purposes. 

4.5 Independent Auditor - 

4.5.1 A Certified Public Accountant (CPA); or 

4.5.2 A Registered Public Accountant (RPA) licensed on or before December 31. 
1970; or 
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4.5.3 A government Auditor located outside the staff or line management function 
of the unit under audit. 

To be independent, the auditor's relationship with the auditee Is of such an 
‘arm's length* nature so as to preclude any appearance of bias, or any 
obligation to or interest in the auditee, its management or its owners. 
Relationships or combinations of relationships with the auditee must not 
create any conflict of interest that impairs the auditor's integrity and 
objectivity with respect to the audit engagement. It is inappropriate In some 
circumstances for auditors to perform both audit and non-audit services for 
the same client. 

4.5.4 Major Program - A federally funded program determined by the auditor to 
be a major program in accordance with 2 CFR Part 200. Section_.518 or a 
program defined as a major program by a federal agency. 

4.5.5 Non-Federat Entity * A state, local government, or a nonprofit organization. 

4.5.6 Non-Profit Organization - Any corporation, trust, association, cooperative, 
or other organization that Is operated primarily for scientific, educational, 
service, charitable, or similar purposes in the public interest; is not 
organized primarily for profit; and uses its net proceeds to maintain, 
improve, or expand its operations. 

4.5.7 Program • A grouping of activities and resources to accomplish a mission 
with specific goals and objectives. Some programs have names, some 
have numbers, and some have both. Usually programs are budgeted by 
number for ease of tracking and to reduce potential confusion. Budget 
categories can and are considered to be programs. Federal programs are 
considered to be those activities that are or can be assigned a single 
number in the Catalog of Federal Domestic Assistance (CFDA). When no 
CFDA number is assigned, all federal awards from the same agency made 
for the same purpose are to be combined and considered one program. 
Throughout this procedure, the term ‘program* refers either to a named 
activity or an activity that is numbered 

4.5.8 Public Entity • Includes, but is not limited to: state and local governments 
and their instrumentalities; authorities; county Boards of Health; Community 
Service Boards; and District Attorneys (judicial circuits) operating programs 
through contracts with DPH. 

4.5.9 Sanctions • Penalties imposed by the Department on those fund recipients 
who do not abide by their contract requirements for audit reports and fail to 
comply with state law regarding timeliness. Sanctions may Include: 
reimbursements being withheld, contracts being canceled, recoupment of 
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funds, and denial of further contracts with the Department for a period of 12 
months. 

4.5.10 Schedule of State Awards Expended • A schedule arranged by state 
program name and contract number that reflects revenues, expenditures, or 
expenses and amounts owed to and due from each state organization. 
Amounts listed for each program should include federal lunds that pass 
through state organizations to the entity. 

5.0 RESPONSIBILITIES 

The Inspector General, Office of Audits shall ensure compliance to this policy and 
procedure. 

6.0 PROCEDURES 

Prior to executing a contract between the DPH and a non-profit organization, the 
organization furnishes a previous year's audit. If the entity has been in existence for less 
than a year, then they furnish unaudited financial statements. If no audit or unaudited 
financial statements are on record with DPH, the following procedure is followed: 

6.1 REQUIREMENTS PRIOR TO CONTRACT 

6.1.1 The contracting Division or Section requests such audit or financial 
statements as part of its negotiation or solicitation process 

6.1.2 The entity furnishes an audit report (or unaudited financial statements, if 
appropriate) to the DPH Division of Operations. Procurement and Contract 
Administration Section, as a part of its contract package. 

6.1.3 When it is received, the financial information is forwarded to the DPH Office 
of Audits for a compliance review. 

6 1.4 The Office of Audits reviews the information and determines compliance 
with O.C.GA Section 50-2Q-1 through SO 20-8 . as amended. 1998 
Legislative Session. 

6.1,5 The Office of Audits notifies the Contracts Section of the Division of 
Operations and/or the Programmatic Officer/Business Owner of the results 
of its review. For instances of non-compliance with requirements, the 
omitted items are specified. 

6.2 ENTITIES EXPENDING $750,000 OR MORE IN FEDERAL FUNDS 

All entitles expending $750, 000 or more in federal funds during their fiscal year 
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comply with: the provisions of the Single Audit Act Amendments of 1996 and their 
implementing regulation - 2 CFB Part 200.501; with contract provisions; and with 
DPH Policy. Non-profit organizations must comply with the provisions of the 
O.C.G.A. Annotated. Section 50-20-1 through 50-20-8. as amended. 1998 
Legislative Session. Audits of nonprofit organizations also include a Schedule of 
Stale Awards Expended. 

These entities obtain a single entitv-wtde audit of their financial records performed 
by an independent auditor. The audit covers all financial activities for the fiscal 
year and is conducted in accordance with Generally Accepted Government 
Auditing Standards Issued by the Comptroller General of the United States. 

Audits for public entitles include, for those contracts that were completed during the 
audit period, a Statement of Revenues and Expenditures Compared to Budget. 
presented by program name or contract name and number. This statement is 
presented by contract name and number for the entire contract period. Audits of 
public entitles also include a Schedule ol State Awards Expended. 

The entity files one copy of the independent auditor's report with the Audit Director, 
DPH Office of Audit, within 180 days after the end of the organization's fiscal year. 
Additionally, private nonprofit organizations submit one copy of the report to the 
State Department of Audits and Accounts within the same time period. 

If an extension of the time period is desired, the State Department of Audits (for 
private nonprofit entities) or the DPH Office ol Audits (for public entities) may waive 
the requirement for completion if a request is made that shows good cause The 
waiver is tor an additional period of not more than 90 days, and no such waiver is 
granted for more than two successive years to the same entity. A plan of 
corrective action for ail deficiencies disclosed in the audit report is submitted with 
the audit report. 

6.3 ENTITIES EXPENDING $100.000 OR MORE IN FEDERAL FUNDS 

All entities expending $100,000 or more in state funds during their fiscal year 
comply with contract provisions and DPH policy. Nonprofit organizations also 
comply with the provisions of the O.C.G.A. Annotated, Section 50-20-1 through 50- 
20-8, as amended. 1998 Legislative Session. Audits of nonprofit organizations 
also Include a Schedule ol State Awards Expended. 

These entities obtain an entitv-wide audit of their financial records performed by an 
independent auditor. The audit is conducted in accordance with Generally 
Accepted Auditing Standards issued by the American Institute of Certified Public 
Accountants and the financial statements are prepared in accordance with 
generally accepted accounting principles. Audits for public entities include, for 
those contracts that were completed during the audit period, a Statement ol 
Revenues and Expenditures Compared to Budget, presented by program name or 
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contract name and number. This statement is presented by contract name and 
number for the entire contract period. Audits of public entities also include a 
Schedule of State Awards Expended. 

The entity files one copy of the independent auditor's report with the Audit Director. 
DPH Office of Audits, within 1 SO days after the end of the organization's fiscal year 
Additionally, private nonprofit organizations submit one copy of the report to the 
State Department of Audits and Accounts within the same time period If an 
extension of the time period is desired, the Stale Department of Audits (for private 
nonprofit entities) or the DPH Audits Section (for public entities) may waive the 
requirement for completion if a request is made that shows good cause. The 
waiver is for an additional period of not more than 90 days, and no such waiver is 
granted for more frtan two successive years to die same entity. A plan of 
corrective action for ait deficiencies disclosed in the audit report is submitted with 
the audit report 

6.4 ENTITIES EXPENDING BETWEEN $25,000 AND $100,000 IN STATE FUNDS 

All entities expending at least $25,000 but less than $100,000 in state funds during 
their fiscal year comply with contract provisions and DPH policy by submitting 
audited or unaudited financial statements. Nonprofit organizations are also 
required to comply with the provisions of the O.C.G A Annotated, Section 50-20*1* 
through 50*20-8. as amended. 1998 Legislative Session. Audits or financial 
statements of nonprofit organizations also include a Schedule of State Awards 
Expended. 

Financial statements that have been audited include the auditor's report on the 
financial statements. Audits tor public entities include, for these contracts dial 
were completed during the audit period, a Statement of Revenues and 
Expenditures Compared to Budget, presented by program name or contract name 
and number. This statement is presented by contract name and number for the 
entire contract period. Audits or financial statements of public entities also include 
a Schedule of State Awards Expended. 

Financial statements that have not been audited include a statement from the 
president or other responsible official of the organization which states that: 

6.4.1 The financial statements are presented in accordance with generally 
accepted accounting principles and. if not. the basis used for their 
presentation: 

6.4.2 The financial statements are prepared on a basis consistent with that of 
the preceding year, and if not. the respects in which they differ from the 
preceding year; 

6.4 .3 The financial statements of pubic entities include for those contracts that 
were completed during the audit period, a Statement of Revenues and 
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Expenditures Compared to Budget presented by program name or 
contract name and number. This statement is presented by contract 
name and number (or the entire contract period. The financial 
statements of public entities also include a Schedule of State Awards 
Expended. 

The entity files one copy of the audit or financial statements with the Audit 
Director, DPH Office of Audits, within 180 days after the end of the 
organization's fecal year. Additionally, private nonprofit organizations submit 
one copy of the report to the State Department of Audits and Accounts 
within the same time period. If an extension of the time period is desired, 
the State Department of Audits (for private nonprofit entities) or the DPH 
Office of Audits (for public entities) may waive the requirement for 
completion if a request is made that shows good cause. The waiver is for 
an additional period of not more than 90 days, and no such waiver is 
granted for more titan two successive years to the same entity. A plan of 
corrective action for all deficiencies disclosed in the audit report is submitted 
with the audit report. 

6.5 ROUE OF THE DPH OFFICE OF AUDITS 

The Office of Audits: 

6.5.1 Requests the required audit or financial statements, management 
reports, memoranda and internal documents from those entities that 
have failed to provide them: 

6.5.2 Reviews the audit reports for financial settlement amounts, questioned 
costs, and findings and recommendations; 

6.5.3 Communicates the dollar amounts of financial settlements to the DPH 
Division of Finance for settlement; 

6.5.4 Requests corrective action plans to preclude recurrence of findings from 
those entities that have failed to provide them; 

6.5.5 Forwards one copy of the audit report or financial statements to the 
Programmatic Officer/Business Owner, and 

6.5.6 Notifies the appropriate DPH Programmatic Officer/Business Owner of 
those entities which have not complied with the filing requirements of this 
policy as well as the DPH Division of Finance that will impose the 
appropriate sanctions. 
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6.6 ROLE OF THE PROGRAMMATIC OFFICER/BUSINESS OWNER 

The Programmatic Officer/Business Owner 

6.6.1 Insures that appropriate programmatic corrective actions are 
implemented when required by an audit report, 

6.6.2 Reviews audits for compliance with programmatic performance goals: 

6.6.3 Enforces corrective action on repeat findings: and 

6.6.4 Approves or disapproves budget and spending variances. 

7.0 REVISION HISTORY 


REVISION # 

REVISION DATE 

REVISION COMMENTS 

0 

July 1.2011 

Initial Issue 

1 

July 9.2012 

Annual review and update. Reformat to 
new template 

2 

July 23,2015 

Annual review and update. 


6.0 RELATED FORMS 

Atone 


Page 24 of 150 





ATTACHMENT 4 

Contractor Affidavit under O.C.G.A. § 13-10-91 (b)(1) 

By executing this affidavit, the undersigned contractor verifies its compliance with O.C.G.A. § 
13-10-91, stating affirmatively that the individual, firm or corporation which seeks to bid or sign a 
contract for the performance of labor or services on behalf of the Georgia Department of Public 
Health, has registered with, is authorized to use and uses the federal work authorization program 
commonly known as E-Verify, or any subsequent replacement program, in accordance with the 
applicable provisions and deadlines established in O.C.G.A. § 13-10-91. Furthermore, the 
undersigned contractor will continue to use the federal work authorization program throughout the 
contract period and the undersigned contractor will contract for the performance of labor or services 
in satisfaction of such contract only with subcontractors who present an affidavit to the contractor 
with the information required by O.C.G.A. § 13-10-91 (b). Contractor hereby attests that its federal 
work num ^ er anc ^ date 0 authorization are as follows: 

Federal Work Authorization User Identification Number 

U hfML _ 

Date of Authorization 


teme of Contractor 

MwQtfel 

ame of Project , 


wm d &nm 
'Ittfaww mm 
j f^tc mh 


Paired 


'm 


Nani^l of Public Employer 

I hereby declare under penalty of perjury that the foregoing is true and correct. 


leclare under j 



NOTARY^PUBLIC 
My Commission Expires: 


marquisha l hargrove 

notary public 

Bibb County 

.. ^ State of Georgia 
My Comm. Expires Mar. 15,2021 


[DPH Form CG09008A (Rev. 7.2013): For use with contracts for labor or services of $2500 or 
more] 
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ATTACHMENT 5 
SOLICITATION 



Georgia 


State of Georgia 

State Entity: Department of Public Health 
Electronic Request for Proposals f‘eRFP’1 
Brent Heme: Positive Alternatives for Pregnancy 
eRFP (Brent) Number DPK0000126 

1. introduction 


1.1, Purpose of Procurement 

Pursuant to the State Purchasing Act (Official Code o? Georgia Annotated §§50-5-50 et seq), this 
electronic Request for Proposals {’eRFP*} is being issued to establish a contract with a qualified Contractor 
who win serve as the Contract Management Agency to administer the Positive Alternatives for Pregnancy 
and Parenting Grant Program for the Georgia Department of Public Health Office of Maternal and Child 
Health (hereinafter, the State Entity’) as further described m this eRFP 

The Positive Alternatives for Pregnancy and Parenting Gram Program & established to develop a state- 
wide effort that promotes healthy pregnancies and crulcforth by awarding grams to nonprofit organizations 
to provide pregnancy support services at no cost The Contract Management Agency (hereinafter, the 
Agency’) will select Direct Client Service Providers Thereinafter, ’Providers! and subcontract with the 
Providers to provide pregnancy support services 

The Agency will be responsible for 

(1) Creating the gram application process 

(2) Evaluating gram applications and make recommendations to the state entity 

(3) Communicating acceptance or denial of gram applications to direct client service providers 

(4) Monitonng compliance with the terms and conditions of tna grant 

(5) Maintaining records for each gram applicant and award 

(6) Coordinating activities and correspondence between the state entity and direct client service providers 

The Agency wtB be awarded funds to implement the Positive Alternatives to Parenting and Pregnancy 
Program, including providing oversight and funding to sub-grantees Therefore the total contract dollar 
amount awarded will exceed the cost proposal as submitted by the responsible and responsive supplier 
and wtB include a separate ime for Provider Costs which wit? be determined by the State Entity 

1.2, eRFP Certification 

Pursuant to the provisions of the Official Code of Geer pa Annotated §60-6-67(a), the State Entity certifies 
the use of competitive sealed bidding will net be practicable or advantageous to the State of Geor^a m 
competing the acquisition described m ttvs eRFP Thus competitive sealed proposals will be submitted in 
response to this eRFP 

This eRFP is being sourced through an electronic sourcing tool approved by the Department of 
Administrative Services fOOAS) and ail suppliers responses must be submitted electronically in 
accordance with the instructions contained in Section 2 'instructions to Suppliers" of mm eRFP Electronic 
competitive sealed proposals will be administered ptrsuant to the Georgia Etectrortc Records and 
Signature Act Please note electronic competitive seated proposals meet the sealed proposal requirements 
of the State of Georgia, an electronic record meets any requirements for writing, and an electronic 
signature meets any requrements for an original signature 

1.3, Overview of the eRFP Process 

fetate&dtyeRFP--- 

Revised 03/29T11 1 of 16 SPD-SP016 
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The objective of the eRFP is to select a qual tied supplier to provide the gooes and/or services outlined in 
this eRFP to the State Entity This eRFP process will oe conducted to gather and evaluate responses from 
suppliers for potential award AH qualified suppliers are invited to participate by submitting responses as 
further defined below After evaluating ail suppliers responses received prior tc the closing date of this 
eRFP and following negotiations (if any) and resolution of any contract exceptions the preliminary resuts 
of the eRFP process will ce publicly announced including the names of all participating suppliers and the 
evaluation results Subject to the protest process, final contract av/ardfs) will be publicly announced 
thereafter 

NOTE TO SUPPLIERS The general instructions and provisions of this document have been drafted with 
the expectation that the State Entity will make a single award, however please refer to Section 6 7 
‘Selection and Award" of this eRFP for information concerning the State Entity s actual 3ward strategy 
(single, multiple, split awards, etc} 

1.4. Schedule of Events 

The schedule of everts set out herein represents the State Entity s cest estimate of the schedule that wiii 
be followed However, delays to the procurement process may occur which may necessitate adjustments 
to the proposed schedule If a component of this schedule, such as the close date is delayed the rest of 
the schedule may be shifted as appropriate Any charges to the dates up to the closing date of the eRFP 
will de pubhcly posted pr-or to the closing date of this eRFP After the close of the eRFP. the State Entity 
reserves the nght to adjust the remainder of the proposed dates including the dates for evaluation 
negotiations award and the contract term on an as needed basis with or without nohee 


[ Description 

Date 

Time 

Release of eRFP 

As Published on the Georgia 

Procurement Registry (*GPR) 

N/A 

Deadline for written questons sent via email 
to the issuing Officer referenced m Section 

1 5 

05/19/17 

5:00 pm ET 

Bdders/Offerors Conference Location 

2 Peachtree Street NW 9th Floor Rm 260 
Atlanta. GA 30303 

Attendance s OPTIONAL 

As Published on the GPR 

See GPR 

Responses lo Written Questions 

05/25/17 


Proposals Due/Oose Date and Time 

As Published cn the GPR 

E23333BB 

Proposal Evaluation Completed (on or 
about) 

1 to 2 Weeks afte* Closing 

N/A 

Notice of Intent to Award* (NOIAj (on or 
about) 

2 Weeks after Closing 

N/A 

Notice cf Award fNOA| (on or about) 

7 calendar days after NOIA 

N/A 


•In the event the estimated value of the contract <s less than $100 000. the State Entity reserves the rght to 
proceed directry to contract 3ward without posting a Notice of intent to Award 

1.5. Official Issuing Officer (Buyer) 

Kathleen Lane 

Kgthlfignlftng@<3ph.ga.<m 

1.6. Definition of Terms 

Please review the following terms 
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Suppliers) - companies desiring to do business with the State of Georgia. 

State Entity - the governmental entity identified in Section 1 1 'Purpose of Procurement of this eRFP. 
Agency * the entity selected by OPH to serve as contract management agency in accordance with 
O.C.GA § 31-2A-33 and its successors 

Attending Physician - the physician who has primary responsibility a! the erne of reference for the 
treatment and care of the client. 

Client - a woman who ts a resident of Georgia, who is or believes she may be pregnant 

Pregnancy Support Services 

a) Medical care and information, including but ret limited to pregnancy tests, sexually transmitted 
infection tests, other health screening, ultrasound service, prenatal care, and birth classes and 
planning; 

b) Nutritional services and education, 

c) Housing, education, and employment assistance during pregnancy and up to one year following a 
birth, 

d) Adoption education, planning, and services; 

e) Child care assistance if necessary for the client to receive pregnancy support services, 

f) Parenting education and support services for up to one year following a birth, 

g) Material items which are supportive of pregnancy and childbirth including; but not limited to. cribs, 
car seats, clothing, formula, or other safety devices, and 

h) Information regarding health care benefits, including but not limited to : available Medicaid coverage 
for the client for pregnancy care that provides health coverage for the ctienTs child upon his or her 
birth. 

Program - means the Positive After natives for Pregnancy and Parenting Program established pursuant to 
O.C.GA §31-2A-31 etseq 

Any special terms or words which are not identified in this State Entity eRFP Document may be identified 
separately »n one or more attachments to the eRFP Please download, save and carefully review ail 
documents in accordance with the instructions provided in Section 2 "instructions to Suppliers" of this 
eRFP 

1.7. Contract Term 

The initial term of the contract(s) is for 1 calendar year{s) from the execution date of the ccntract(s) The 
Sate Entity shall have 4 one (1) year option(s) to renew which options shall be exercisable at the sefe 
discretion of the State Entity Renewal will be accomplished through the issuance of Notice of Award 
Amendment In the event that the contracts), if any, resulting from the award of this eRFP shall terminate 
or be likely to terminate pnor to the making of an award for a new contract for the identified products and/or 
services, the Slate Entity may with the written consent of the awarded suppliers), extend the contract(a) for 
such period of time as may be necessary to permit the State Entity s continued supply of the identified 
products and/or services The ccntract(s) may be amended in writing from time to time by mutual consent 
of the parties Unless this eRFP states otherwise, the resulting award of the contract(s) does not guarantee 
volume or a commitment of funds 

Z Instructions to Suppliers 

By submitting a response to the eRFP, the supplier is acknowledging that the supplier 

1 Has read the information and instructions, 

2 Agrees to comply with the information and instructions contained herein 

35*BHyeWF 
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2.1. General Information and instructions 


2.1.1. Team Georgia Marketplace™ Registration System 

DO AS requires all companies and/or individuals interested m conducting business with the State cf 
Georgia to register in the States web-based registration system, through Team Georgia 
Marketplace™ Registration is free and enables the registering company to gam access to certain 
information services and/or materials maintained m Team Georgia Marketplace™ at no charge to 
the registering company All registering companies must agree to be bound by the applicable terms 
and conditions governing the supplier s use of Team Georgia Marketplace™ In the event DOAS 
elects to offer certain optional or premium services to registered companies on a fee bass the 
registered company will be given the opportunity to either accept or reject the service before 
incurring any costs and still maintain its registration Ccrtpanres may register at 
https //saofn state ga us/psp^ao^UPPUER^ RP/7cmd=loQin 

2.1.2. Restrictions on Communicating with Staff 

From the issue date cf this eRFP until the final award m announced (or the eRFP is officially 
cancelled), suppliers are not allowed to communicate for any reason with any State staff except 
through the Issuing Officer named herein or durmg the Bidders/Offerors conference (if any), or as 
defined in this eRFP or as provided by existing work agreements) Prohibited communication 
includes afl contact or interaction including but not limited to telephoned communications, emails, 
faxes, letters, or personal meetings, such as lurch, entertainment, or otherwise The State Entity 
reserves the right to reject the response of any supplier violating this provision. 

2.1.3. Submitting Questions 

All questions concerning this eRFP must be submitted in writing via email to the Issuing Officer 
identified in Section 1 5 "issuing Officer* of this eRFP No questions other than written will be 
accepted No response other than written will be binding upon the State All suppliers must submit 
questions by the deadline identified in the Schedule of Events for submitting questions Suppliers 
are cautioned that the State Entity may or may not elect to entertain late questions or questions 
submitted by any other method than as directed by this section All questions about this eRFP 
must be submitted m the following format 
Company Name 

Question #1 Question. Ofafton at relevant section of the eRFP 
Question #2 Question Gtation of relevant section of the eRFP 

Do not use the comments section of the Sourcing Event to submit questions to the issuing officer 

2.1.4. Attending Bidders/Offerors* Conference 

The Briders/Offercrs Conference or any other information session (if indicated in the schedule of 
events) will be held at the offices referred to in Section 1 4 ‘Schedule of Events’ of this eRFP 
Unless indicated otherwise, attendance is not mandatory although suppliers are strongly 
encouraged to attend. However, in the event the conference has been identified as mandatory, 
then a representative of the supplier must attend the conference in its entirety to be considered 
eligible for contract award The supplier is strongly encouraged to allow ample travel time to ensure 
arrival in the conference meeting room prior to the beginning of any mandatory conference. The 
State Entity reserves the right to consider any representative arriving late to be 4 rot in attendance 1 
Therefore, all suppliers are strongly encouraged to arrive early to allow for unexpected travel 
contingencies 

2.1.5. date's Right to Request Additional Information - Supplier’s Responsibility 

Prior to contract award. Ihe State Entity must be assured that the selected supplier has all cf the 
resources to successfulV perform under the contract This includes, but is not limited to, adequate 
number of personnel with required skills, availability of appropriate equipment tn sufficient quantity 
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to meet the on-going needs of the State Entity, financial resources sufficient to complete 
performance under the contract and experience in similar endeavors. If, during the evaluation 
process, the State Entity is unable to assure itself of the supplier's ability to perform, $ awarded, the 
State Entity has the option of requesting from the supplier any information deemed necessary to 
determine the supplier's responsibility if such information is required, the supplier will be so 
notified and will be permitted approximately seven business days to submit the information 
requested 

2.1.8. Falling to Comply wttti Submission Instructions 

Responses received after the identified due date and time or submitted by any other means than 
those expressly permitted by the eRFP will not be considered Suppliers responses must be 
complete in all respects, as required in each section of this eRFP 

2.1.7. Rejection of Proposals; State's Right to Waive Immaterial Deviation 

The State Entity reserves the nght to reject any or all responses, to waive any irregularity or 
informality in a supplier's response, and to accept or reject any item or combination of items, when 
to do so would be to the advantage of the State of Georgia It is also within the right of the State 
Entity to reject responses that do not contain all elements and information requested in this 
eRFP A supplier s response wifi be rejected if the response contains any defect or irregularity and 
such defect or irregularity constitutes a material deviation from the eRFP requirements, which 
determination will be made by the State Entity on a case-by-case basis 

2.1.8. State's Right to Amend and/or Cancel the eRFP 

The State Entity reserves the nght to amend this eRFP Any revisions must be made m writing 
prior to me eRFP dosing date and time By submitting a response, the supplier stall be deemed to 
have accepted afl terms and agreed to all requirements cf the eRFP (inducting any 
revtsicns/addifeons made in writing pnor to the close of the eRFP whether or not such revision 
occurred prior to the time the supplier submitted its response) unless expressly stated otherwise in 
the supplier's response THEREFORE, EACH SUPPLIER IS INDIVIDUALLY RESPONSIBLE FOR 
REVIEWING THE REVISED eRFP AND MAKING ANY NECESSARY OR APPROPRIATE 
CHANGES AND/OR ADO IT IONS TO THE SUPPLIERS RESPONSE PRIOR TO THE CLOSE OF 
THE eRFP. Suppliers are encouraged to frequently check the eRFP for adb&ttonai information 
Finally, the State Entity reserves the nght to cancel this eRFP at any time 

2.1.8. Protest Process 

Suppliers should familiarize themselves with the procedures set forth m Chapter 6 of the Georgia 
Procurement Manual 

2.1.10. Costs for Preparing Responses 

Each supplier s response should be prepared simply and economically, avoiding me use of 
elaborate promotional materials beyond those sufficient to provide a complete presentation The 
cost for developing the response and participating in the procurement process (including the protest 
process) is the sc$e responsibility of the supplier The State will not provide reimbursement for such 
costs 

2.1.11. ADA Guidelines 

The State of Georgia adheres to the guidelines set forth in the Americans with Disabilities Act. 
Suppliers should contact the issuing Officer at least one day In advance if they require special 
arrangements when attending the Bidders/Offerors Conference (if any) The Georgia Relay 
Center at 1-600*255-0056 (TOO Only) or 1-800-256-0135 (Voce) will relay messages in strict 
confidence, for the speech and hearing impaired 

2.1.12. Public Access to Procurement Records 
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Solicitation opportunities will be publicly advertised as required by law and the provisions of the 
Georgia Procurement Manual The State Purchasing Act delays the release of certain procurement 
records in the event the public disclosure of those records pnor to the State Ertity s public 
announcements of the results of a solicitation would undermine the public purpose of obtaining the 
best value for the State such as cost estimates. pcoposals/bids, evaluation criteria, supplier 
evaluations, negotiation documents, offers and counter-offers and certain records revealing 
preparation for the procurement The State Purchasing Act requires bids and proposals to be 
available for public inspection, upon request within one business day of the State Entity's posting 
of the Notice erf Intent to Award (or the Notice of Award in the event the State Entity does not issue 
the Notice of Intern to Award} Audited financial statements not otherwise pubftdy available but 
required to be submitted as part of the suppliers response shall not be subject to public disclosure 
The State Entity is allowed to assess a reasonable charge to defray the oesf of reproducing 
documents A state employee should be present during the time erf onsite inspection of 
documents PLEASE NOTE Even though information (financial or other information) submitted by 
a supplier may be marked as "confidentiaf’. "proprietary*’, etc. the State will make its own 
determination regarding what information may or may not be withheld from disclosure 

2.1.13. Registered Lobbyists 

By submitting a response to mis eRFP, the supplier hereby certifies that the supplier and its 
lobbyists are in compliance with the Lobbyist Registration Requirements in accordance with the 
Georgia Procurement Manual 

2.2. Submittal Instructions 

Submittal Instructions for Team Georgia Marketplace™ 

Listed below are key action items related to this eRFP The Schedule of Events in Section 1 4 identifies the 
dates and time for these key action items This portion of the eRFP provides high-level instructions 
regarding the process for reviewing the eRFP, preparing a response to the eRFP and submitting a 
response to the eRFP Suppliers are required to access onnt and utilize the trauvnq materials identified m 
Section 2 21 of this eRFP to ensure (tig supplier successfully submit a response to this eRFP 

2.2.1. eRFP Released 

The release of the eRFP is formally communicated through the posting of this eRFP as an event in 
Team Georgia Marketplace™ and by a public announcement posted to the Georgia Procurement 
Registry, which is accessible online as follows: htto //ssi.doas state ca us/PRSaoc/PR index, iso 

This eRFP is being conducted through Team Georgia Marketplace™, an online, electronic tool, 
which allows a supplier to register, logon, select answers and type text in response to questions, 
and upload any necessary documents Team Georgia Marketplace™ permits a supplier to build 
and save a response over time until the supplier is ready to submit the completed response Each 
Supplier interested tn competing to wm a contract award must complete and submit a response to 
this eRFP using Team Georgia Marketplace™ Therefore, each supplier MUST carefully review the 
instructions and training information from the following link for a comprehensive overview of the 
functionality of Team Georgia Marketplace™ 
http //ctoas gaoov/T faininQ^Paoes/SuopjiefT raining a sox 

ZZZ eRFP Review 

The eRFP (or "Sourcing Event') consists of the following this document, entitled 'The Slate Entity 
eRFP Document", and arty and ail information included in the Sourcing Evert, as posted online on 
Team Georgia Marketplace™, including any and ait documents provided by the State Entity as 
attachments to the Sourcing Event or links contained within the Sourcing Event or its attached 
documents. 
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Rease carefidiy review all information contained in the Event, including all documents available as 
attachments or available through links Any difficulty accessing the Event or opening provided links 
or documents should be reported immediately to the Issuing Officer (See Section 1 5) and/or the 
Help Desk (Section 2 2 8) Attached documents may be found as follows 

1 First, the State Entity will provide documents at the “header' level of the Event Rease select 
‘View/Add General Comments & Attachments*, which appears at the top of the screen of the 
Event under the ‘Event Details 1 Section Next by selecting ‘View Event Attachments*, the 
supplier may open and save all of the available documents In this location, the supplier is 
most likely to find this document (The State Entity eRFP Document) as well as the 
worksheets referenced in Section 4 ‘eRFP Proposal Factors’, such as the Mandatory 
Response Worksheet, the Mandatory Scored Requirements and me Additional Scored 
Responses please thoroughly review ail provided attachments 

2 Second the State Entity may also provide documents at the ’line detail* level of the Evert 
Rease navigate to ’Step 2: Enter Line Bid Responses”, which appears towards the bottom of 
the screen of the Event. Rease access any provided documents as follows 

a First Method 

i. To the right of each line appearing under Step 2, the Event contains a W 
link. By selecting the *BkT link, the supplier will navigate to a new page of the 
Event 

ii. On this new page, the supplier can select “View/Add Question Comments and 
Attachments* to locate attached documents. 

b Second Method: 

i To the right of each line appearing under Step 2, the Event contains a "Line 
Comments/Fiies* icon (appears as a bubble with text) By selecting the ‘Une 
Comments/FBes’ icon, the supplier will navigate to a new page of the Evert 

ft On this new page, the supplier can locate attached documents 

In this location, the supplier is most likely to find the cost worksheet (if any. as defined by 
Section 5 "Cost Proposal*) as well as any other documents provided by the State Entity with 
respect to the identified line items Please thoroughly review all provided attachments 

2.2.3. Preparing a Response 

As noted earlier. Team Georgia Marketplace™ allows the supplier to answer questions by entenng 
text and numeric responses. In addition, as noted in Section 2 2.4 "Uploading FormsV the supplier 
may also provide information by uploading electronic files When preparing a response, the 
supplier must consider the following instructions 

1 Use the provided worksheets to prepare your response. Enter your responses directly into 
the worksheet Unless otherwise directed, do not insert “see attached file* (or similar 
statements) in the worksheet to reference separate documents 

2. Answer each question in sufficient detail for evaluation while using judgment with regards to 
the length of response 

3. Proofread your response and make sure it is accurate and readily understandable 

4 Label any and all uploaded files using the corresponding section numbers of the eRFP or any 
other logical name so that the State Entity can easily organize and navigate the supplier’s 
response 

5 Use caution in creating electronic files to be uploaded if the State Entity is unable to ooen 
an__eiectro^c Trie due to a virus or because the fii e has become corrupted the supo^er's 

cssfion^rray firarstete fatter ranssfcfston 

6 Use commonly accepted software programs to create electronic files The State Entity has 
the capability of viewing documents submitted in the following format Microsoft Word or 
WcrdPad. Microsoft Excel, portable document format file (PDF), and plain text files with the 
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fHe extension nested tn parentheses (txt) Unless the eRFF specifically requests the use of 
another type of software or fife format than those listed above, please contact the Issuing 
Officer prior to utilizing another type of software and/or file format. In the evert the State 
Entity ts unable to open an electronic fife because the State Entity does not have ready 

access to the software utilized by the supplier, the supplier's response may be considered 
incomplete and disqualified from further consideration 
7 Continue to save your response anti the response is ready to be submitted Select the ‘Save 
for Later* button at the top of the page under “Event Details' of the Event, 

2.2.4. Uploading Forms 

Once the supplier is ready to upload electronic files (completed forms or worksheets product 
sheets, etc ), please following the directions within the eRFP to upload these documents in the 
proper location There are three places to upload completed documents 

1 First, the *Vtew/Add General Comments & Attachments' link contains a place for the supplier 
to upload all of the documents and worksheets which were provided by the State Entity under 
the ‘View Event Attachments" link. Once the supplier has completed the Event Attachments, 
the supplier can then select 'Add New Attachments” to upload the completed documents 
The supplier can upload as many documents as necessary tn this section of the Event 

2 Second, the suppler can also upload documents rn response to each question or bid factor 
which appears on the mam page of the Event which appears below the ’View/Add General 
Comments & Attachments* link of the Event To the right of each question or bid factor, the 
supplier can select the ‘Add Comments or Attachments*' link to either enter a written 
response or upload an electronic document in response to the question or Cud factor After 
selecting "Add Comments or Attachments", the supplier should select "Upload' under the 
'Add New Attachments^ section to browse and upload an electronic file 

3. Third, the supplier can also upload documents tn the bottom portion of the Event where 
pricing is requested After selecting the comment bubtte icon, the Event allows the supplier 
to select "Uptoacf in order to include an attachment as part of the supplier's response In the 
alternative, the supplier can also select the link ‘Bad*, which also appears to the right of any 
Ime items provided in the ‘'Enter Une Bid Responses" portion of the Event After selecting the 
’Bid* knk. toe supplier can select ’View/Add Question Comments and Attachments" to upload 
a document 

2.2.5. Reviewing the Response Prior to Submission 

Each smaller <s restansikleforensunna ail Questions have been answered appropriately and mat 
ag necessary documents have been uploaded Prior to final submission of your response, please 
review the following checklist 

1 Please review and confirm that the supplier has answered all questions appropriately Many 
questions require a ‘yes" or ”no r response Please ensure that the correct response has 
been selected 

2. Rease review and confirm that the most competitive response has been provided 

3. Rease confirm that all necessary files have been uploaded 

A Rease select the 'Validate Entries’' button under 'Event Details'’ at the top portion of the 
Event. While toe 84 Validate Entries” feature cannot verify whether the supplier has attached 
files, attached the correct files, or entered the correct responses, the 'Validate Entries" 
feature win alert the supplier if one or more questions in the 'Event Questions' section of the 
Event have not been answered The "Validate Entries* feature is a useful tool; however, it is 
no substitute for careful preparation and review by the supplier The State Entity wtll not 
consider the supplier’s use of toe ’Validate 6 nines" feature as an excuse for an error 
committed by toe supplier in toe preparation of its response 

2.2.6. Submitting the Completed Response/Bid 
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Once the completed response has been reviewed by the supplier, dick the "Submit Bid" 
button at the top of the page under the "Event Details" section of the Event Any information 
entered by a supplier into Team Georgia Marketplace™ but not submitted poor to the submission 
deadline will not be released to the State Entity and wiB not be considered for award Only after the 
supplier selects the 'Submit Bicf button, will the response to the eRFP be sent electronically, time 
stamping the suppliers response and sending a confirmation email to the email address of the 
supplier Please note that submission is not instantaneous; therefore each supplier must aflow 
ample time for Its response to be submitted prior to the deadBne 

2.2.7. Reviewing, Revising or Canceling a Submitted Response 

After the response has been submitted, the supplier may view and/or revise its response by togging 
into Team Georgia Marketplace™ and selecting the eRFP event number and the 'View/Edit* 
feature for the supplier’s previous response Please take note of the following 

1 REVIEW ONLY In the event the supplier only wishes to view a submitted response, the 
supplier may select 'View/Edit* Once the supplier has finished viewing the response, the 
supplier may simply exit the screen DO NOT SELECT "Save for Later" Team Georgia 
Marketplace™ recognizes any response placed in the "Save for Later* status as a work m 
progress and withdraws the originally submitted b*d As a result unless the supplier selects 
‘Submit’* pnor to the closing date and time, no response will be transmitted to the State Entity 

2. REVIEW AND REVISE In the event the supplier desires to revise a previously submitted 
response, the supplier may select View/Edit* and then revise the response If the revisions 
cannot be completed in a single work session, the supplier should save its progress by 
selecting "Save for Later “ Once revisions are complete, me supplier MUST select "Submit* 
to submit Its corrected response Baase permit adequate time to revise and men resubmit 
the response Please note submission is not instantaneous and may be affected bv several 
events, such as the supplier temporarily losing a connection to the Internet 

AS EACH SUPPLIER IS SOLELY RESPONSIBLE FOR RESUBMITTING ITS RESPONSE 
PRIOR TO THE eRFP END DATE AND TIME TO ENSURE THE RESPONSE MAY BE 
CONSIDERED BY THE STATE ENTITY, PLEASE USE CAUTION IN DECIDING WHETHER 
OR NOT TO MAKE REVISIONS The State will assume no responsibility for a supplier's 
inability to correct eircrs or otherwise make revisions to the submitted response or the 
supplier's inability to resubmit a response prior to the eRFP end date and time 

3 WITHQRAW/QANCEL In the event the supplier desires to revise a previously submitted 

response: the supplier may select "View/Edif and then select ‘Save for Later Team 
Georgia Marketplace™ recognizes any response placed in the ‘Save for Later status as a 
work in progress and withdraws the originally submitted bid As a result, unless the 
supplier selects "Submit* poor to the closing date and time, no response will be transmitted to 
the State Entity In the event a supplier desires to withdraw its response after the closing 
date and time, the supplier must submit a request in writing to the issuing Officer 

2^.8. Help Desk Support 

For technical questions related to the use of Team Georgia Marketplace*™, suppliers have access 
to phone support through the DOAS Customer Service Help Desk at 404-657-6C00 
Monday through Friday 8 00 AM to 8 00 PM excluding State Holidays or any other day state offices 
are dosed such as furlough days or closings (n response to inclement weather Suppliers can also 
email questions to ProcurementHelP@doas na oov 
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3. General Busirtoss Requirements 

This section contains general business requirements By submitting a response, the supplier ts certifying its 
agreement to comply with all of the identified requirements of this section and that ad costs for complying with 
these general business requirements are inducted in the supplier's submitted pricing 

3.1. Standard Insurance Requirements 

If awarded a contract, the supplier shad procure and maintain insurance which shall protect the supplier and 
the State of Georgia (as an additional insured) from any claims for bodily injury, property damage or 
personal injury covered by the indemnification obligations set forth in the contract attached to this 
solicitation throughout me duration of me contract The supplier shall procure and maintain the insurance 
policies described below at the supplier s own expense and shall furnish the State Entity an insurance 
certificate iisfcng the State of Georgia as certificate holder and as an additional insured The insurance 
certificate must document mat the Commercial General Liability insurance coverage purchased by the 
supplier includes contractual liability coverage applicable to the contract in addition, the insurance 
certificate must provide the following information the name and address of the insured, name, address, 
telephone number and signature of the authorized agent, name of the insurance company (authorized to 
operate in Georgia), a description of coverage in detailed standard terminology (mciutfng policy period, 
policy number, limits of habilrty, exclusions and endorsements); and an acknowledgment of notice of 
cancellation to the State Entity 


The supplier *s required to maintain the following insurance coverage’s during the term of the contract 


1) 


2 ) 


3 ) 


Workers Compensation insurance (Occurrence) tn the amounts of the statutory limits 
established by trie General Assembly of the State of Georgia (A self-insurer must submit a 
certificate from the Georgia Board of Workers Compensation stating that the supplier qualifies 
to pay its own workers compensation claims) in addition, the supplier stall require all 
subcontractors occupying the premises or performing work under the contract to obtain an 
insurance certificate snowing proof of Workers Compensation Coverage with the following 
minimum coverage 


Bodily injury by accident * per employee S100.CC0, 

Bodily injury by disease - per employee $100,000, 

Bodily injury by disease - policy limit $500.000 

Commercial General Liability Policy with the following minimum coverage 
Each Occurrence Limit $1 COO.OCO 

Personal & Advertising injury Limit $1.000,000 

General Aggregate Limit $ 2.000,0C0 

Products/Compfeted Ops Aggregate Limit S 2 000.000 

Automobile Liability 


Combined Single Limit 


$1,000,000 


The foregoing policies shall contain a provision that coverage afforded under the policies will not be 
canceled or not renewed or allowed to lapse for any reason until at least thirty (30) days prior wntten notice 
has been given to the State Entity Certificates of Insurance showing such coverage to be «r» force shall be 
filed with the State Entity prior to commencement of any work under the contract The foregoing policies 
shall be obtained from insurance companies licensed to do business in Georgia and shall be with 
companies acceptable to the State Entity, which must have a minimum A M Best rating of A- All such 
coverage shall remain m full force and effect during the term and any renewal or extension thereof 


Within ten (10) business days of award, the awarded supplier must procure the required insurance and 
provide the State Entity with two (2) Certificates of Insurance Certificates must reference the contract 
number The suppliers submitted pricing must include the cost of the required insurance. No contract 
performance shall occur unless and until the required insurance certificates are provided 
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3.2 Proposal Certification 

By responding to this solicitation, the supplier understands and agrees to the following 

1 That this electronically submitted proposal constitutes an offer, which when accepted in writing by 
the State Entity, and subject to the terms and conditions of such acceptance, will constitute a 
valid and binding contract between the supplier and the State Entity; and 

2 That the supplier guarantees and certifies that ail items included in the supplier s response meet 
or exceed any and all of the solicitation s identified specifications and requirements except as 
expressly stated otherwise in the supplier’s response; and 

3 That the response submitted by the supplier snail be valid and held open for a period of one 
hundred and twenty (120) days from the final solicitation closing date and that the supplier s 
offer may be held open for a lengthier period of time subject to the supplier's consent, and 

4 That the supplier's response is made without poor understanding, agreement or connection with 
any corporation firm, or person submitting a response for the same materials supplies, 
equipment, or services and is in all respects fair and without collusion or fraud Supplier 
understands and agrees that collusive bidding is a violation of state and federal law and can 
result in fines, prison sentences, and civil damage awards; and 

5 That the provisions of the Official Code of Georgia Annotated, Sections 46-10-20 et seq have not 
been violated and will not be violated in any respect 

2 eRFP Proposal (Bid) Factors 

This section contains the detailed technical requirements and related services for this Sourcing Event Suppliers 
are required to download complete and then upload the Worksheets titled ‘Supplier General Information", 
‘Mandatory Response Worksheet*. ‘Mandatory Scored Requirement Worksheet' and ’Additional Scored 
Response Worksheef found as attachments m the Sourcing Event. Although many solicitations will contain all of 
the worksheets noted above it is possible that a solicitation will not contain all of the worksheets In the event all 
four worksheets are not available as downloadable forms to this eRFP please confirm with the Issuing Officer 
that all four worksheets are not required 

Unless requested otherwise all responses must be provided within the Excel worksheets and not as a separately 
attached document Except as otherwise indicated, ad requested forms and documents must be submitted 
electronically via tne sourcing toot as an uploaded document to the supplier's response. These worksheets 
together with any and all other documents submitted *n response to Section 4 of this eRFP will be considered the 
supplier s technical proposal 

The State Entity has determined that it © best to define its own needs, desired operating objectives, and desired 
operating environment The State Entity will not tailor these needs to fit particular solutions suppliers may have 
available, rather, the suppliers shall propose to meet the State Entity’s needs as defined in this eRFP All claims 
shall be subject to demonstration Suppliers are cautioned that conditional proposals, based upon assumptions, 
may be deemed non-responsive 

4.1. Technical Proposal Introduction 

All of the items described in this section are service levels and/or terms and conditions that the State Entity 
expects to be satisfied by the selected supplier. Each supplier must indicate its willingness and ability to 
satisfy these requirements in the appropriate worksheets 

4.2 Supplier General Information 

Each supplier must complete all of the requested information m the attached file entitled Supplier*s 
General Information Wortcsheot 

DO HOT INCLUDE ANY COST/PRICING INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 
4.3. Mandatory Requirements 

As specified with each requirement listed in the Mandatory Response Worksheet the supplier must 
indicate whether its proposal meets the individual requirements by marking either a ’YES** or **NCT in the 
response block provided A Pass/Fail evaluation will be utilized for an mandatory requirements Ordinarily, 
State Entity eRFP — 

Revised 03/29/11 11 of 19 SPD-SP016 



to be considered responsive* responsible and eligible for award, all questions identified as mandatory must 
be marked ‘YES' to pass There may be rare instances in which a response of ‘NO* is the correct and 
logical response in order to meet the mandatory requirement (e g responding ‘NO" that the supplier does 
not possess any conflicts of interest) Otherwise, any mandatory questions marked "NO’ will fail the 
technical requirements and will result in disqualification of the proposal 

DO NOT INCLUDE ANY COST/PRICING INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 

4.4. Mandatory Scored Response 

As specified with each requirement listed in the Mandatory Scored Response Worksheet the supplier 
mist indicate whether it will meet the individual requirement (if any) and provide a supporting narrative tn 
the space provided To be considered responsive, responsible and eligible for award* any and ail 
requirements identified m the Mandatory Scored Response Worksheet must be met There may be rare 
instances in which an item within the Mandatory Scored Response Worksheet does not create an individual 
requirement which must be met. but. instead, merely requires a response All requirements labeled 
’Mandatory Scored* must be met by the supplier Failure to meet any mandatory scored requirements may 
result tn disqualification of the proposals The narrative description, along with any required supporting 
materials, will be evaluated and awarded points in accordance with Section 6 ‘Proposal Evaluation. 
Negotiations and Award" of this eRFP 

DO NOT INCLUDE ANY COST INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 

4.5. Additional Scored Responses - N/A 

All items labeled ’Additional Scored Responses 1 represent information mat & requested by the State 
Entity Suppliers are encouraged to provide a thorough narrative description tn the space provided in the 
Additional Scored Response Worksheet Answers along with any requested supporting materials will be 
evaluated and awarded points m accordance with Section 6 ‘Proposal Evaluation, Negotiations and Award’ 
of this eRFP 

DO NOT INCLUDE ANY COST INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 

4.5. Additional Information 

As noted m Section 2 2 2 "eRFP Review’, please access and review an of the attachments provided by the 
State Entity within the Event If supplemental materials are requested by the State Entity to be submitted 
by the supplier as part of the technical proposal, the supplier should upload these additional materials as 
noted in Section 2 24 "Uploading Forms". 

5, Cost Proposal 

5.1. Cost Proposal 

Each supplier ts required to submit a cost proposal as part of its response The cost proposal will be 
evaluated and scored in accordance with Section 6 ‘Proposal Evaluation Negotiations and Award* of this 
eRFP. By submitting a response, the supplier agrees that it has read, understood and will abide by the 
following instruct lon&rtrules 

1 The submitted cost proposal must include all costs of performing pursuant to the resulting 
contract; and 

2 Cost proposals containing a minimum order/ship quantity or dollar value, unless otherwise 
called for in me eRFP, will be treated as non-responsive and may not be considered for 
award, and 

3 In the event there is discrepancy between the supplier s unit price and extended price, the 
unit price shall govern. 
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4 in the evert there «s a discrepancy between (i) the supplier’s pricing as quoted on the 
eRFPs provided cost worksheet and {2} the suppliers pricing as quoted by the supplier in 
one or more additional documents, the former shall govern; and 

5 The prices quoted and listed in the cost proposal shall be firm throuj^out the term of the 
resulting contract unless otherwise noted in the eRFP or contract 

&2. Cost Structure and Additional Instructions 

The State Entity's intent «to structure the cost format tn order to facilitate comparison among all suppliers 
and foster competition to obtain the best market pricing Consequently the State Entity requires that each 
supplier’s cost be in the format outlined below Additional alternative cost structures will not be considered 
Each supplier ts cautioned that failure to comply with me instructions listed below, submission of an 
incomplete offer, or submission of an offer tn a different format man the one requested may result m the 
rejection of the supplier's proposal 

Enter all information directly into the cost sheet(s) Enter numbers on each cost sheet in ’number* (two* 
place decimal), not 'currency' or other format unless otherwise stated That is, orrat dollar signs, commas, 
and any other non-essential symbols (e g , $7 90 should be entered as 7 90) Pnces must be in US 
Dollars Enter *n/a* to indicate not available or *0' 4 there is no charge Cells left Wank will be interpreted 
as "no offer* 

Download the cost worksheet complete the worksheet and then upload the worksheet by following the 
instructions in the third bullet of Section 2.2 4 Uploading Forms' of this eRFP 

6. Proposal Evaluation, Negotiations and Award 

All timely proposals will be evaluated in accordance with the following steps The objective of the evaluation 
process ts to identify the proposal which represents the best value to the State Entity based on a combination of 
technical and cost factors. Based on the results of the initial evaluation the State Entity may or may net elect to 
negotiate technical and/or cost factors as former described in the eRFP in the event negotiations of the technical 
and/or cost factors occur, the revised proposals will be reevaluated in accordance with the provisions of Section 
6 4 ‘ Scoring Cntena* of th$s eRFP Once the evaluation process has been completed (and any negotiations the 
State Entity desires to conduct have occurred), the apparent successful suppher(s) will be required to enter into 
discussions with the State Entity to resolve any exceptions to the State Entity s contract The State Entity will 
announce the results of the eRFP as described further in Section 6 9 ’Pubtic Award Announcement' of this eRFP 

6*1* Adminlstrative/Prelimlnary Review 

First, the proposals will be reviewed by the Issuing Officer to determine the proposal’s compliance 
with the following requirements 

1 Proposal was submitted by deacStne in accordance with Section 2 
2. Proposal is complete and contains ail required documents 
3 Technical Proposal does not include any pricing from the Cost Proposal 

6*2* Evaluating Proposal Factors (Section 4) 

if the supplier's proposal passes the Admimstrative/Preliminary Review, the suppliers responses to Section 
4 'eRFP Proposal Factors* will be submitted to the Evaluation Team for evaluation 

6*2.1, Review of Mandatory and Mandatory Scored Questions 

The Evaluation Team will review each proposal in detail to determine its compliance with 
mandatory eRFP requirements Responses to both ’’Mandatory' and ’Mandatory Scored* 
Questions will be evaluated on a pass/fa»l basts If a proposal fails to meet a mandatory and/or 
mandatory scored eRFP requirement the State Entity will determine 4 the deviation is material A 
material deviation will be cause for rejection of the proposal An immaterial deviation will be 
processed as if no deviation had occurred. All proposals which meet the requirements of the 
’Mandator/ and 'Mandatory Scored* Questions are considered 'Responsive Proposals” at this 
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point m time and will be scored in accordance with the point allocation m Section 6 4 ‘Scoring 
enter#' of tms eRFP 

6.2.2. Review of Additional Scored Information Questions - N/A 

For ail proposals determined to be ’Responsive Procosals , the Evaluation Team will review 3no 
score the responses to the Additional Scored information (if any) m accordance with the point 
allocation «n Section 6 4 Scoring Criteria* of this eRFP 

The supplier w»B receive a total technical score at the conclusion of the evaluation of the eRFP Proposal 
Factors 

6.3. Evaluating Cost Proposal and Total Combined Score 

The cost proposals w;li be reviewed and scored iri accordance with Section 6 4 'Scoring Criteria To 
expedite the evaluation process the State Entity reserves the nght to analyze the cost proposals 
independently but at the same time the Evaluation Team is 3 nay zing ?re technical proposals provided 
neither the cost proposals nor the cost analysis «s disclosed to the Evaluation Team until the Evaluation 
Team completes its initial evaluation and sconng of the eRFP Proposal Factors 

6.3.1. Cost Scoring 

The State Entity may utilize lowest cost, lowest total cost, and total cost of ownership (TCO) or 
greatest savings to determine the most competitrve cost proposal The cost proposal may be 
scored on an overall bas s or at the category/subC3tegory/line level (as applicaole) relative to other 
proposals The supplier ceemed to have the most competmve cost proposal overall, as determined 
by the State Entity, will receive the maximum weighted score for the cost criteria In the alternative 
in the event the cost proposal rs scored at the category, sJxategcry or lire eve! the State Entity 
may assign the max mum score per categcry/subcategory/lme for the most compefctwe proposal at 
that level Other proposals will receive a percentage of the weighted score based on the 
percentage differential between the most competitive cost proposal and the specific propose* in 
quest on 

6.3.2. Georgia Enterprises for Products and Services (GEPS) 

»n the event the issuing officer has received a response from GEPS, the issuirg officer must factor 
in a price preference of 8% for purposes of cost evaluation The pnee preference of 8% has been 
approved by DC AS »n accordance with the State Use Law set forth at O C G A 50*5-135 et seq 
which rs intended to create opportunities for disabled persons employee by community-based 
rehabilitation programs and training centers that are certified by the State Use Council To 
implement the price preference the issuing officer must lower CEPS’ pnee by 8% when comparing 
GEPS’ pnee with any other suppliers response However, in the event GEPS wins the contract 
award GEPS must be paid at its actual bid price 

6.3.3. Total Score 

The suppliers cost score wiB be combined with the suppliers technical score to determine the 
supplier s overall score (or tota.' com&ned score ) 

64. Scoring Criteria 

The evaluation is comprised of the following 


Category Criteria Points 

Cos: 

1 Cost of proposed products and/or 
services 

300 points 

T echrucal/Procosa 1 F actors 

2 Mandatory* Requirements 

Pass/Fa il 

TechncayPropos3l Factors 

3. “Mandatory Scored” and/or 
Additional Scored* Responses 

700 pomts 
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[Total 1 f4/A 11QQQ points | 

6.5. Georgia Based Business/Reciproca! Preference Law O.C.GJL §SO-5*6Q(b) 

For the purposes of evaluation only, suppliers reside ra in the State of Georg a will be granted the same 
preference over s* 4 *tfiers resident in another state in the same manner, on the same basis, and to the 
same extent that preference is granted in awarding bids for the same goods or services by such other state 
to suppliers resident therein over suppliers resident in the State of Georgia NOTE: For the purposes of 
this law, the definition of a resident supplier is a supplier who is domiciled in the State of Georgia 

6.6. Negotiations of Proposals and/or Cost Factors 

DO AS possesses discretionary authority to conduct one or more rounds of negotiations of technical 
proposal and/or cost factors as permitted by Georgia law and DO AS* established procurement policy This 
section of the eRFP describes OCAS' process for utilizing its discretionary negotiation authority as defined 
by O C G A, Section 50-5-67(a){6) No state entity is permitted to conduct negotiations of proposal and/or 
cost factors without DO AS supervision unless DGAS has expressly authorized the state entity to conduct 
negotiations on its own Although this section addresses DO AS' right to negotiate tn accordance with 
OC.GA §50*5-67(a)(6). DOAS/State Entity reserves the right to conduct any other negotiations 
authorized by law 

The objective of negotiations is to obtain the supplier s best terms PLEASE NOTE: NEGOTIATIONS ARE 
DISCRETIONARY THEREFORE. THE STATE ENTITY URGES THE SUPPLIER m TO SUBMIT ITS 
BEST RESPONSE AND (21 NOT TO ASSUME THE SUPPLIER WILL BE GRANTED AN OPPORTUNITY 
TO NEGOTIATE 

6.6.1. Overview of Negotiations 

After the Evaluation Team has scored the suppliers' proposals, the State Entity may elect to enter 
into one or more rounds of negotiations with ait responsive and responsible suppliers or only those 
suppliers identified by the Evaluation Team as bemg in the competitive range The competitive 
range will not be selected arbitrarily and those suppliers inducted in me competitive range must 
have highly scored proposals 

After each round of negotiations (if any), the supplier will submit revisions to its proposal factors 
and/or cost proposal, which revisions will be scored by the Evaluation Team in accordance with the 
same criteria used to evaluate the initial responses from the suppliers Suppliers may be removed 
from further participation in the negotiation process in the event the Evaluation Team determines 
the supplier cannot be considered responsive and responsible or based on the competitive range 
as defined in Section 6 6 3 ‘Competitive Range 1 

The State Entity reserves the right to proceed to award without further discussions after receipt of 
the initial proposals, in which case, negotiations and Proposal Revisions will not be required. 

6.62. Negotiation Instructions 

Listed below are me key action items related to negotiations The State s Negotiation Committee 
may consist of the State's Evaluation Committee or may be comprised of different people 
However, evaluation of proposals or revised proposals shall be completed only by the Sate s 
Evaluation Committee 

1. Negotiation Invitation Those suppliers identified by the Evaluation Committee to negotiate 
will be notified and invited to attend negotiations Suppliers will be notified tn writing (i) the 
general purpose and scope of the negotiators (ii) the anticipated schedule for the 
negotiations, and (In) the procedures to be followed for negotiations 


Stare Entity eRFP 
Revised 03/29/11 


15 of 16 


SPD-SF016 











Z Confirmation of Attendance: Suppliers who have been invited to participate in negotiations 
must confirm attendance 

X Negotiations Round(s) One or more rounds of negotiations may be conducted with those 
suppliers identified by the State ’s Evaluation Team 

6.6.3. Competitive Range 

tr the State Entity elects to negotiate pursuant to Section 6 6, the State Entity may either (1) elect to 
negotiate with all responsive and responsible suppliers, (2} limit negotiations to those suppliers 
identified within the competitive range, or (3) Imra? negotiations to the number of suppliers with 
whom the State Entity may reasonably negotiate as defined below In the event the State Entity 
elects to limit negotiations to toose suppliers identified within the competitive range, the State Entity 
wilt identify the competitive range by (1) ranking suppliers proposals from highest to lowest based 
on each supplier's Total Combined Score and <2) then looking for breaks in the scores such that 
natural groupings of similar scores may be identified in the event the State Entity determines the 
number of responsive and responsible suppliers is so great that the State Entity cannot reasonably 
conduct negotiations (which determination shall be solely at the State Entity's discretion and shall 
be conclusive), the State Entity may elect to bmrt negotiations to the top three (3) ranked suppliers 
as determined by the Total Combined Score 

6.6.4. Negotiation Round Completion 

As part of each round of negotiation, the State Entity may or may not engage in verba) discussions 
with the suppliers. However whether or not the State Entity engages in verbal discussions, any 
revisions me supplier elects to make to its response must be submitted in writing via email by the 
end date and time identified by the Issuing Officer All revisions received by the due date and time 
will be evaluated and re-scored by the Evaluation Team in accordance with the same criteria used 
to evaluate the initial responses from the suppliers Revisions which are not received prior to the 
due date and time cannot be considered however, any supplier failing to submit timely revisions 
wilt not be disqualified from consideration for award cased on its final proposal as accepted by the 
State Entity 

6.7. Selection and Award 

The responsive and responsible supplier receiving the highest Total Combined Score and with whom the 
State Entity *s able to reach agreement as to contract terms will be selected for award 

6.a Site Visits and Ora) Presentations 

The State Entity reserves the right to conduct site visits or to invite suppliers to present their proposal 
factorsAechnical solutions to the Evaluation Team Cost proposals and related cost information must not 
be discussed during the oral presentation of the suppliers technical solution. Nothing in this section shall 
prohibit the Negotiation Team from discussing both proposal factors and cost information during the 
negotiation process defined by Section 6 6 "Negotiations of Proposals and/or Cost Factors 1 

8.9. Public Award Announcement 

The preliminary results of the evaluation will be announced through toe public posting of a Notice of intent 
to Award (m the event the value of toe contracts} is estimated to be S1Q0 G00 or more in me first year) to 
the Georgia Procurement Registry The Ncoce of intent to Award fNOiA 1 ) is not notice of an actual 
contract award, instead, the NOIA & notice of toe State Entity's expected contract award(s) pending 
resolution of the protest process The NOtA (if any) will identify the apparent successful supp)ier(s). 
unsuccessful suppfier(s), and the reasons why any unsuccessful suppliers were not selected for contract 
award NO SUPPLIER SHOULD ASSUME PERSONAL NOTICE OF THE NOTICE OF INTENT TO 
AWARD CNOIA*) WILL BE PROVIDED BY THE STATE ENTITY INSTEAD. ALL SUPPLIERS SHOULD 
FREQUENTLY CHECK THE GEORGIA PROCUREMENT REGISTRY FOR NOTICE OF THE NOIA 
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The Notice of Award pNGA*) is the State Entity's public notice of actual contract award(s) The NOA will 
be publicly posted to the Georgia Procurement Regstry 

7. Contract Terms and Conditions 

The contract that the State Entity expects to award as a result of this eRFP will be based upon the eRFP, the 
successful supplier s final response as accepted By the State Entity and the contract terms and conditions which 
terms and conditions can be downloaded from the Sourcing Evert The “successful supplier's final response as 
accepted by the State Entity* shall mean the final cost and technical proposals submitted by the awarded supplier 
and any subsequent revisions to the awarded supplier s cost and technical proposals and the contract terms and 
conditions due to negotiations, written clarifications or changes made in accordance with the provisions of the 
eRFP, and any other terms deemed necessary by the State Entity except that no objection or amendment by the 
supplier to the eRFP requirements or me contract terms and conditions shall be incorporated by reference into the 
contract unless the State Entity has explicitly accepted the supplier's objection or amendment m writing. 

Please review the State Entity's contract terms and conditions prior to submitting a response to this eRFP 
Suppliers should plan on the contract terms and conditions contained m this eRFP being included in any award as 
a result of this eRFP Therefore, all costs associated with complying with these requirements should be included 
in any pnctng quoted by the suppliers The contract terms and conditions may be supplemented or revised before 
contract executen and are provided to enable suppliers to better evaluate the costs associated with the eRFP 
and the potential resulting contract 

Exception to Contract 

By submitting a proposal, each supplier acknowledges its acceptance of the eRFP specifications and the contract 
terms and conditions without change except as otherwise expressly stated in the submitted proposal If a supplier 
takes exception to a contract provision, the supplier must state the reason for the exception and state the specific 
contract language it proposes to include in place of the provision. Any exceptions to the contract must be 
uploaded and submitted as an attachment to the supplier’s response Proposed exceptions must not conflict with 
or attempt to preempt mandatory requirements specified in the eRFP 

In the event the supplier is selected for potential award, the supplier will be required to enter into discussions with 
the State Entity to resolve any contractual differences before an award m made These discussions are to be 
finalized and all exceptions resolved within the period of time {Certified in the schedule of events Failure to 
resolve any contractual issues will lead to rejection of the supplier The State Entity reserves the right to proceed 
to discussions with the next best ranked supplier 

The State Entity reserves the right to modify the contract to be consistent with the apparent successful offer, and 
to negotiate other modifications with the apparent successful supplier Exceptions that materially change the 
terms or the requirements of the eRFP may be deemed non'responsive by the State Entity, in its sole discretion, 
and rejected Contract exceptions which grant the supplier an impermissible competitive advantage, as 
determined by the State Entity, m its sole discretion, will be rejected If there is any question whether a particular 
contract exception wouto be permissible, the supplier « strongly encouraged to inquire via written question 
submitted to the issuing Officer prior to the deadline for submitting written questions as defined by the Schedule 
of Events 

a List of eRFP Attachments 

The following documents make up this eRFP Please see Section 2.2 2 "eRFP Review* for instructions about 
how to access the foUowing documents Any difficuty locating or accessing me following documents should be 
immediately reported to the Issuing Officer 
A State Entity eRFP (this document) 

B Special Term Definitions from Section 1 6 "Definition of Terms* of this eRFP 
C Supplier's General Information Worksheet from Section 4 2 of this eRFP 
D SPO-5P054 Immigration and Security Form - Page 25 of State Contract 
E Mandatory Response Worksheet from Section 4 3 of this eRFP 
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F. Mandatory Scored Response Worksheet from Section 4.4 of this eRFP 

G. Cost Worksheet Line Item Budget from Section 5 ’Cost Proposal" of this eRFP 

H. Cost Proposal Rate Schedule 
I Certificate of Non-Collusion 
J. Tax Compliance Form 
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ATTACHMENT 6 
CONTRACTOR’S RESPONSE 

Event Details 
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Bid Date: 

Total Bid Amount: 
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159,400.00 


Bidder: life Rcaouices cI Georgia, Inc. 

P.O. Box 

Qacuta GA 3 C 019 
United States 

Submit To: Department of Public Health 

Georgia Department of Pubfcc Hearth 
2 Peachtree Street NW 
15th Root 
A tlanta GA3C3C3 
United States 

Contact: KatNccn Lane 404 / 232 - 1144 

Phone: 

Ema 3 : icathlecn,iaro^<tpfi .go.gov 
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document Hove you cocnpjofcKt tva ta^rr V«s 

Roqwrod Vos Mandatory Rotponso Vos 


Lit Iiwic ac luij lu cr<t*ut tu •- 1-4W lii* 
t.'!.'t.U3i tb. T'5-i H-Ip IW« At 4L'4 


Ro»p on»». H 
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Event Details (cont.) 


P eopleSoft Strategic Sourcing ____ 

flwntlO Format Type Page 

_ JistlL ___EKzl~_..._ M 

I Event Round Vortkn 

j Event Mama ! 

j ±2~.I .......J 

| Start Tkne Finish T*n» 

I SS/iy^Ol? I’OilSli) ETZ _ vC / '.Kit ? I *C V l >.■-i StT _j 


Event Currency: US Dollar 

Bkia oliowed in other currency: No 


Btd Number: 

Bid Date: 

Total Bid Amount: 


1 

OGflQSfiOl 7 13:3025 EOT 
160,40000 


Bidder: Us Resources of Georgia, Inc. 

PC. Bex 2323 
Dacuia GA 30010 
UnSed States 

Submit To: Department o! Pub&c Health 

Georgia Department of Public Heofth 

2 Peachtree Street NW 

15lh Ftocf 

Atlanta GA 30303 

United States 

Contact: Kathleen lane 404232-1144 

Pham: 

Email: kathleeA.lane®dpn.ga^ov 


Response Co mme n ts 

i 


; Q uestion _ _H" Hbflfl'". Wood .. .~ZTZ _ R mp otso 

Conpcny Information 

Have you provided your company and contact 
information? You must provide tills information as an 
attachment by dtddng on ink to the right “Add 

Comments or Attachments.* Yes 

Required’ Yes Mandatory Response* Yea _£ 


Re sponse Com m en ts 


Georgia Based 

Are you a Georgia Based company so defined m SPD-SP042 

Supplier General Information Worksheet? Yes 

Requited Yea Mandatory Response No _Y 

Response Comments ___ _ 


NAnonty Busmesa Ctasg to ticn 

Are you a Mnomy Busnaes as oetaed m SPD-SR042 

Supplier General trrfotmaoon Worksheet? Yea 

Required Yes Mandatory Response: No _ 


Rcsponxo Comment» 


Sfiles and Use Tax Compliance 

Have you completed the Gales and Use Tax Form (provtded 
« a link In the «RFP Instructions asachmani j? You 
must provide the completed form as an attachment by 
clicking on the Imk to the right entciad ‘Add 

Comments cr Attachments* Vos 


Y. 


Required roe Mandatory Response. Yes 














Event Details (cont.) 


PeopleSoft Strategic Sourcing__ 

Event ID Format TVpe Pagei 

_iixrii_.EKr_ ij 

Even! Round Version 

Event Name [ 

______] 

Start Tkno Finish Time 

£t •: i 17 20 1 in n et r _ UlMlkl gr>r _ j 


Event Currency: US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date: 06/08001715392S EOT 

Total Bid Amount: 1*0,40040 


Bidder: Life Resources of Georgia, I nc. 

RO- Box 2323 
Dacuta GA 30019 
United States 


Submit To: Department of Pub to Health 

Georgia Department of Public Health 

2 Peachtree Street NW 

15th Fbcr 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232*1144 

Phone: 

EmaQ: kathleen. lane ©dpn.ga.gov 


Res ponse C omment s 


; Qu cation__UOM_Best_Warm!_ __ R espororo 

SmsdBusftaes 

Ate you a Small Business ««9ty as defined m SPD-SP042 

Supplier Goners) tnformeSon Worksheet? Vos 

Required. Yes Mandatory Response: No _Y 


Re spons e C omments 


Commumcaocn vnth Issuing Officer 

By answering “yee*. the Offeror acknowledges !he rule 
reganJng restnetene on the suppliers oommu moasen 
with state staS members if a communtcaben is 
gjosSonablo tho Offeror agrees to contact the 

utonflted lasung Officer to request assistance Yes Select One 

Options Yes X 

No 

Rsquired; Yea Mandatory Response. Yes 


Resp ortso C om men ts 


PCaro Payments 

Does your company accept Procurement cards as a method 

of payment? Yea 

Required Yes Mandatory Response No N 


Re spons e Co mme nts 


Reciprocal Pretaronoe Law O C G A §5O-^C0lt» In whtdr 
state ts your company domiciled? 

For the purposes of evaluation only. Suppliers resident 
ft the SUCo cf Georgia wtl be granted tho same 
preference over Suppliers resident in another state ft 
the oame manner, on the same basis, and to the seme 
extant that preference ts granted m awarding bedo for 
the asms goods or sorvfcos by sudt ether state to 
Suppliers resident therein over Suppliers resxtent ft 
the State of Georgia 













Event Details (cont.) 


Pepple$oftStrateglc$ourcing 

I If) CMMMt 


\ Event ID Format 

Type 

Page 


L-Oiit .ipli 

Kt *x 

i 

| Event Round 

Version 



1 Event Name 

1*2 'fix Lyv Al. 

fft . 

. 31? 


» Start Time 

Finish Time 


Icinirjxnr 

.’O' i ICi I i* EOT Ot /’Sit 

ri'jyt i - 1 

f « f iv r j 


Event Currency: US Dolls/ 

Bids allowed in other currency: No 


Bid Number: 1 

Bid Date: 0&8S&01713:392$ EOT 

Total Bid Amount: 1*9,40040 


Bidder: Lrfo Resources of Georgia, Inc. 

P,0, Box 2323 
DocuiaGA 30019 
United States 


Submit To: Deportment of P ub&o Health 

Georgia Department of Public Health 

2 Peachtree Street NW 

15!h Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen lane 404/232*1144 

Phono: 

Email: kathles/Hane ©dph.ga.gov 


NOTE: For the purposes of this (aw. the definition of 
a resident Supplier is a Supplier who o domiciled in 
the State of Georgia. 

Opeona: Alabama 

Alaska 
Arizona 
Arkansas 
Cfl&tomta 
C dorado 
Connecticut 
Delaware 
Washington DC 
Rcrtda 
Georgia 
Ha* mi 
Idaho 
Illinois 
Indiana 
tcoa 
Ksnoas 
Kentucky 
Louisiana 
Mane 
Moiyisnd 
Massachusetts 
Michigan 
Mnnescaa 
Mississippi 
Missouri 
Montana 
Nebraska 
Nevada 

No* Hempatore 
New Jersey 
New Maxico 
No* York 
North Carolina 
North Ddtcfta 
Ohio 

Oklahoma 

Oregon 

Psnnsytvama 

Rhodes Island 

South Carolina 

South Dakota 

Tennessee 

Texas 

Utah 

Vermont 

Virginia 

Washington 

West Virginia 

Wwoonon 

Wyoming 

Oner 

Recurred Yee Mandffiary Response. No 


Sekct One 


DC 










Event Details (cont.) 


PeopteSoft Strategic Sourcing 


| Event 10 Format 

Type 

Rage; 

Jli‘i&dttfcQliv i-t 

-■r 11 

r.P?. 

c ; 

Event Round 

i 

Version 



Event Name 

%} 2 h }& * v <* Al let 1 1 

loi 1 

31? 


Start Time 

Finish Time 


c*./is/ 2 b:? . v c-iit;ti 

* EI ! 7 Ot/iif/, 


V s 0EtT i 


Event Currency: US Dollar 

Bids allowed in ether currency: No 


BW Number: 1 

Bid Date: 0&05A01713:39:25 EOT 

Total Bid Amount: 139,40040 


Bidder: Lio Resources of Georgia. Inc. 

PA, Box 2323 
Dacuia GA 30019 
United Stales 


Submit To: Department d Pitbde Health 

Georgia Department of Public Health 

2 Peachtree Sired NW 

16lh Ftoci 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404C32-H44 

Phone: 

Email: kathleealano ©dph.ga.gov 


Bee pon oo Comtncn ta 


! Questio n_ UOM _ Boil ___ Wore! _ Response 

Reese select the option diet most accurately dsfenos 
your company, based on She detnisons beta# 

’"Georgia Readont Busmoss moans any buanoss that 
regulaity main tins a place from which business *s 
physically conducted m Georgia tor as least one year 
pnor to any bid or proposal to the state or a new 
Unarms dial is donmcfttdtn Georgia and which 
regutaay memtsms a place from which business «s 
physically conducted <n Georgia, provided, however, 
that a place from wtoth business ® conduct ed ehdl not 
ifttfudo a post o5to» bo*, a lasted pttvato mailbox 
arts tracer. or temporary structure 

' ’A Small business is downed as a business fiat is 
independently owned and operated. In addition such a 
business must either have fewer man 300 employees or 
less than $30 rruGon in gross receipts per year 

'A Georgia Resident SttusU Business would bo a business 
that meets the requirements tor both a Georgia Resident 
and Smdl Busmooo 

Also, the State encourages 01 companies to 
subcontract portons of any stsce contract to small 

end minority business enterprises Supp&ors 
interested in latotg advantage off me Georgia income 
tax fncentvou provided tor by (he Offcaal Code of 
Georgia Annotated Secsron 43-7*39 relative to the use 
off rrmertty subcontractors in (he paiformancn off 
contracts awarded by the State of Oecrgta should 
contact the Vendor Relations Admtrwstrator 

Vendor Rdcflorts Administrator 
Department of Administrative Services 
200 Piedmont Avenue. S.6 
Suite 1303. Wost Tower 
Atlanta. Georgia 30334 goto 
Telephone. (4041367-3000 

Fax l-404| <557-3444 Select One 

Options Georgia Resident Business _ 

Georgia Resident Small Business 
8ma3 Business 

Net Applicable ' 

Required Yes Mandatory Response: No 












Event Details (cont.) 


PeopleSoft Strategic Sourcing 


Event 10 ^format 

Type 

Page; 

AC 5uO.>Oitl3g SC-12*. 

____ 

Kt'a. 

* 

Evert Round 

r ' 

j 



Event Name 

jli gjJL i':£g - a .11 c r n j L 

' *»*» «* f m z ' cot: mcjr * 

ii ’ 7 


Start Tfrno 

Finish Time 


Dtxn.^01? 2C‘SU* 

x> err 

‘2017 1*JC' 

/ : v 2 SIT i 


Event Currency: US Dolia t 

Bkta ofknwed in other currency: No 

Bid Number: 1 

Bid Date: 0&QS&0171*3fc2S EOT 

Total Bid Amount: 169,400.00 


Bidder: Lite Resources ot Georgia, Inc. 

P,0. Box 2323 
Dflcuia GA 30019 
United Stales 


Submit To: Department of Puts sc Health 

Georgia Department of Public Health 

2 Peachtree Street NW 

15lh Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleealano ©dph.ga.gcv 


Response Co mm ent s 


[Ouwtton__ _ _ UOfd _ Boil ~ .Worm! .. Resp onse 

An you a Wcxnrm-Owncd business'?. ... ~ ~~...".~..... 

A business that ts at toast 51% owned and ooritrotted by 
ono or more women. end primary managed by ono or mom 

women. No 


Required Yea Mandatory Response: No 


Reeponse Comroentt 


Am you a Votoan-Otmcd Small business? 

veteran-Owned Smaa Boameaa as used m tats prevision 
moons a smrtl busness that (i| to at toast 51% 
uncondftcnoSy owned by ono or moio veterans (as 
doGned at 36 US C 101(21) or tn the case of any 
publicly owned busmece. ateast5i%cf nestodtot 
wtwh »s uncon dtScnoffy owned by ono or mom veterans: 
and (ti) whoso management and dally buamoes cpmafions 

are contrasted by one or more veterans No 

Roquimd Yes Monastery Response No N 


Response Comment* 


i 

L 


Can your compan y bo classified as a Mnertty Owned 
Buoneee? 

Seloct 9to opbon(s) bdot* that ccmcOy identifies 
your company based on the bdow deftotBon of a 
mtnonty buemeos. 

A Mnortty Business entorpnso moons a small business 
concern which is at toast 51% owned find contra!ad by 
one or more mn ortrea and « authorized to do and a 
doing business under the tews o f 5ho State of Goofga 
paying ad taxes duly accessed end domccacd within 
tnra stale (Offlad Coda of Qeorpa Annotated 

§60-5-131) Select All That Apply 

Options African Arm Scan 

Asian American _ 

Htsparuotafino _ 

Natwo Antencan 

Paofic Islander _ 










Event Details (cont.) 


PeopleSoft Strategic Sourcing 



! Event 10 Format Type Rage 

L .iSell_KtoL __:? 1 

Bidder: 

Ufa Resources of Georgia, Inc. 

PC. Box 2323 

! Event Round Version 

! 1 3 

i 


Dacuia GA 30010 

United States 

1 Event Rome 

! 1 : «j. vlMvy *Ileinaf. i-•»*«« Int ri~m~ ir.cv KLIl i 

Submit To: 

Department of Pub fee Health 

Georgia Department of Public Health 
2 Peachtree Street NW 

j Start Tfrno 

! o i /1t r *01 ? ‘Jt< i u i i > Err 

Finish Time 

1 •# i CvrJtv EVT 1 


Event Currency: 

Bids allowed fan other currency: 

Bid Humber: 

Bid Date: 

Total Bid Amount: 

US Dollar 

No 

1 

OGttS£017 133&2S EOT 

169,400.00 

Contact: - 

Rhone: 

Email: 

16th Fiocr 

Atlanta GA 30303 

United States 

Kathleen Une 404/232-It 44 

Kathleen, lane ©dph.gajjov 


[jSwsiin _...I_ _ ..3PM Be it . W«irt "" R e sp o ns e 

N«Aw«cebie X 

Rajmrod Y«o MandaSory Recponso No 

Respo nse C omments_____ 


Is you* company a scrutnizcd company'? 

Any Suppberthax currently ardor previously, wrthm 
the lost three years, has had business acbvr&es or 
other opofattana outside of tho United States. roust 
certify mat it m not a *eciufcm.zed company - A 
scniQntzed company is a company conducting business 
operations m Sudan that is involved «i poser 
pjoducscn ccthKtes, rrcnarai muiaelton activities 
ort-related acsvdtes. or the production of mfttaiy 
equipment but exdudes a company witidi can demonstrate 
my of tho following exceptions noted in 0 C O A 
Section 50-5-64 Fdto certtRcation hemunder may 
resuti« cwii penflflies. contract termmaben. 
jnoligtWrty totwJ on state contractors for throe or 
more years, ender any cthar avottatto remedy If Sto 
Suppler is a scrutinized company, the SuppOor ahafl 
net be efagbfe to tod on or submit a prooosd tor a 
contract with the State Entity unless DO AS mattes a 
datomtnasort an sccxxdcnco , *ifo OCQ A Section 
50-5*54 that it is m the best interests of Urn State 
to pemut the ecnittrvzed company to submit a btd or 
proposal Any sautnizod company desiring DOAS to 
make sudi a determination should contact both OCAS and 
the tearing Officer vnmectatefy 

Roaso make a sefeefion from the throe opsone 
A i certify my company is NOT a ‘scrutinized company* 

B. l certify my compsny to a ‘scrutmzod company* 

C i certify i hove requested and received written 
patmession from DO AS to submit a response to this Event 

m accordance with O C G A Sacson 50-5-54 Select One 

Op tons: A X 

B 
C 

Required Yes Mandcsory Response: No 


R espons e C omme nts 













Even! Details (cont.) 


P eopleSoft St rategic Sourcing 


Even! 10 Format 

._ In 11 .... 

Type 

SFJt 

PW| 

Even! Round 

Version 



Even! Nome 

r*j 5 i : i *-'r * 11 e r n j t 

: ? * or - 

,' •* 


Start T&ne 

Finish Time 


‘JSO 1 lL } 

\* err ot/itj# 

UOS? 

SZ'T i 


Event Currency: US Dotiar 

Bids allowed in other currency: No 


Bid Number: 1 

Bid Date: 0005001713:3925 EOT 

Total Bid Amount: 169,40040 


Bidder: (Jo Resource© of Georgia, Inc. 

PO. Bor 2323 
DaculaGA 30019 
United Stales 


Submit To: Department of Pub fee Health 

Georgia Department of Public Health 

2 Peachtree Street NW 

15th Ftocr 

Atlanta GA 30303 

Untied States 

Contact: KatWeen lane 404/232-H44 

Phone: 

Email: kathleenJane ©dpn.ga^ov 


‘Questio n. " . ... .UOM .Bert' ... Wort".. . * R esponse 

Do you fwwe the rnmtfnum number of tufl conoecuuve 
years of experience so defined m the eRFP document? 

You must provide this detailed informaflan as an 
anaenment by ctcxing on are ink to the rtgm "Add 

Comments or Attachments" ym 

Required: Yes Mandatory Response: Yes __£ 


Response Comments 


Georgia Security immigration 

Pursuant to O C G A $ 13-10-81. all contractors or 
subcontractors who enter into a contract with the State 
Enrty m connection otth the physical partamano* of 
services wnhm true state, shad regster and 
par&apato in (he fedora! work authenrafion p r o gr am 
to venty infotmadon of afl employees Tobe eligible 
tor contract award, the suppker must return the 
attached form. Because this form must be signed and 
notsmed file supplier must comply with the State 
Salty's netmesmo for mailing and receiving this 
term Does the supplier agree to fully comply with 

this requirement? Yes 

Required. Yes Mandatory Response. Yea _Y 


Response Comments...._... . ... ^ .... 

i ’ ~ .. * *.. *” ’"' . ...* ’’* "*? 

i * 

Have you comptetad me Mandatory Response worksheet as 

defined art the oRFP document? Yea 

Required Yes Mandatory Response: Yes _V 


Response Comments 


Standard insurance Requirement 

ff awarded are you prepared to prevido insurance as 

defined tn the sourang event? Yes 

1 


Required Yes Mandatory Respor so* Yes 





















Event Details (cont.) 


PeopleSoft Strategic So u rcing 


Event ID Format type 

40 W'il .dell .Etbt. 

Psgaj 

j. ■ 

1 Event Round 

U _ 

Voreton 


[ Event Rente 1 

j«*it iv P a.!*rt*i'tt 

i«i -ULl 


Start lino 

Finish Tine 



l> BTr? 0€ J | C 

StT i 


Event Currency: US Dollar 

Bkta allowed in other currency: No 

Bid N umb e r: 1 

Bid Date: 06fltt&01713392S EOT 

Total ffid Amount: 189,400.00 


Bidder: Ufa Resources of Georgia. Inc. 

P.O, Box 2323 
Dacuia GA 30019 
Unted States 


Submit To: Department of Pubic Health 

Georgia Department of Public Health 

2 Peachtree Street NW 

16th Rear 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: fcathleen.lane ©dph.ga.gov 


Rcopoitce C omm ent s 


Line Details 


Urn: 1 Item ID: 

Required: Yea Reserve Price: No 


LtneOty: 


Description: Agancy Support Samara - Tots! 

PMMtfph_........ 

What *s your price? 


Re^Lcrdd Yea Mandatory Response No 


UOM: Each 


U0M„„_Beet 

6 


WOTM 


Bid Oty: | 1 


Response 

189*00 


Reeportee Cpmmords 








Event Details (cont.) 


PeopleS oft Stra tegic Sourcing_ _ 

1 Event ID Fermat Type Page 

_ JsXX __ SJL2L __-_ ixl 

Event Round Vorakm 


Brent Nome 

i«* sit. Iv y AitcrsaiJA’c g loi gie«gianga ±112 _ 

Start Tfcno Finish Tkne 

c i /1^ : 'it- 1 i s 11 j ett _ >:c ! ^ \ stt 


Event Currency: US Dollar 

Bids allowed in other currency: No 

Bid Number: 1 

Bid Date: 0&CS&017 13:392s EOT 

Total Bid Amount: 139,40040 


Bidden Uo Resources of Georgia. Inc. 
pn Box 2323 
Dacuia GA 30010 
United Stales 

Submit To: Department of Pub&c Health 

Georgia Department of Public Hearth 

2 Peachtree Street NW 

16th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleen.laneQdph.ga.gov 


Appendlx A - Line Specif icatiQns uoM ^ 

Description: Aggncy Support Sennces - Total 

Item Specfffcstforw 

Manufacturer: 

Rem Length: 0 

Rem Width: 0 

Rem Volume: 0 

Rom Weight: 0 

Rem Size: 


Shipping Informal 

Schedule: 

ion 

i 

Ship To: 

S PH Contracts. Procurement 

Quantity: 

i 


Georgia Dept of Pufcfie Hetfth 

Duo Date 

00102017 


Contracts, Procuremont & Purchasing 

] Freight Terms: 



2 Peachtree St NW Ste 0-222 

! Ship Vlas: 



Atlanta 0 A 30303 

L_ _ _ 



...UfM&ataL.. ... .. 


IlfghcmtO; 

Rem Height 0 
OttneneJon UOM: 
Volume UOM; 
Weight UOW: 

Rem Color: 















Event Details (cont.) 


PeopleSoft Strate gi c Sourcing 


Event ID 

4ClV'i -L?ill)3vvi2f_ 

Tcrmut 

jstXX. _ 

Typo 

K.F- 

Page; 

•»} | 

Even! Round 

1 

Version 


| 

Event Nome 

*e* lot _ 

egr. ir.oy _ ) I ?_ 


Start Tfrno 

v* .•: t - ‘.u 1 luiis11. 

> Err 

Finish Tlmo 

oti-’i.-. 

;i0.: 2XT 1 


Event Currency: US Dollar 

Bkte allowed in other currency: No 


OLI |L-*- 

oca rturn oct; 

Bid Dote: 

Total Bid Amount: 


1 

06fl2&O017 1&392S EDI 
180,4001)0 


Bidder: 


Submit To: 


Contact: 

Phone: 

Email: 


Ufa Resources of Georgia. Inc. 

RO, Box 2323 
Docuia GA 30Q19 
United Stales 

Department of Pub&c Health 

Georgia Department of PubBc Hearth 

2 Peachtree Sired NW 

16 fh Floor 

Atlanta GA 30303 

United States 

Kathleen Une 404/232-1144 
kathieen.lane ©dph.ga^cv 


Appendix B --Terms.&CQnditiQns_ 

1* Introduction. The Tear? Ceosgia Marketplace la provided by thr Georgia leper tr?em of Admin i a 1 ras :ve Service* 

-HAi** and it* partner* *ml as «**>».•* r-»nic tnnl •. n v*r !»u»* state purdt** 1 r.g fund 5«ss«, wadi 

a« u;U:rit ton v?t blJdwru and auppliar u, or contract oppottan!r !»«*(*. wlaccronlc biddvnij. and 

ccctracta zvanagaxront. Acccoo to ond'c % use ot t iu? Tear* Ccoj gi a Marketplace l« governed by Terms i 

.■er.ditlons. r^wn'ci the right to change the* Terr m « Conditions at any rime with c-r without notice by 

p«»ll«g rwv'.w'iat#. You ere r ewpoi-M l hie far r «• >* ! e<*) r)t| the**- "ettAM * *3*swrli t lane a* wet* *m <rny naheeguent 
ch-iJa«i* to th*i Taras* 4 Conditions, Ynl*** otlmrwlMw upaoifLad stay changea will h> *f f*ct iv* when po«u4. 

YOVR ACCESS 7C OR *J3B OF THE TEAM CEDRCTA 3g\FFF7rL*VTe ^MfSTir/TES tC^R .VCFKKKSJfT TO BT> PCCTH) FT THESE TERMS & 

•ruNomoirs. wr.-uwiwG a?yy ciiA'io&y that skivt vt«gii vw *8 ~a/?ck.t> the than oimroxa wa&et *tA<iK• :f voo pc* h*:<t 

Ailltse WITH THE.IP TS3KP e CMflMTI nils. TrO M./T 'f.ll: r*f~ TKA>1 GrtOPMA MSCiPETf 1AOR. 

2* I’er In it ions. •’Yea*' “your* refer to the individual access! no this Sytner is well .31 the legal entity the 

Individual Lh representing. *;y«te<jv- «h*31 TCAk * *Awir^ -»/n; «* ; r *rol r le* Tear r5e*srg!.< M*i k*«?plane . 

including hut act iltidzwd to tiu» r*iopl«£o JtO £uppll*r Falat Uim-r.lp MaKagciu«n:t. Purcharting and utlwr Financial 
modules*. -TCA3* **v« * "uc* ami -our 4 * refer to the Georgia r«fart.nwrtt of Airar: i at rat i vc Services. 

3. Airuwt't «*ice of The mm Term*. 0y acceoeloi? at ua\:t<j the tfywrwr... yr«a agr** that you have r*»<u1 and t»t4#r«t;oe4 

thaac Terra* 4 Condition* and < X» You at» bound try the r«n»» U Cu;tdlt i<aus» darinu y»ui tu aad/’ar a»c of 

the Fystett. 

4. r.**qlMtiat loir. ry req l i*t **r l nq ami Matabl 1 ahlr;g a—rtMin jocuuit a.it! paMvaui 4 luficKMlim., yaa at 1 I uain accMt*w 
to certain interaction-. aoivL joo and/or tr-rta* aa!a rulntair.cd on thi« Tystar . TCU AHS SOLELY FSIF*.WIPhtl rt:R 
Mv:rn*M:u>s? the caxxwrr wp acctsatz twyow^rrcti for yovb jros.ittSKss. faii/jf.b to fhcpkrly maiutaijj vcuf 
accyxim? hay tp YCfH* jiiAgtrurr Futi^v mtu, us ins r/n^M. ui^otwo fF.n* ji»>t ulster; t<» ability 

RECEIVE TEKTa:> 7 EMAIL NC/r:TB2 or msziUKZC orrciniimTIE^. A*, part. «f ptopartV nulntainlnc ywar- account, you 
maat icniedlately deactivate jegioter*d representativee ••>: your coapany who arc no longer authorized to 
represent yaut corroir.y te.g. tetrirs/«ted erployees. etc.?. :re*;* reserves the right to .1 nsigr. e*rir»:it*n dnter 
ta tegluttat lunw. olawelly reglat iaf lun«* -•*» Inat^tlve. :»* ren»»v** r eg' «tr a; ;<-*«** tn :lo «« Im nut 

lntas*fita. Pl*54M- not- the ^aun/w acotptaacM of year registration iw not ar. indication that you arc eligible 
tor contract award. In addition. DCAS r*JMr.ri the right tv* charge a fee for tke previoion of certain 
services Including, hut nat 1 iwlted to. rise ptov I sio.it of cert <1 in notification ereils. 

9. Hue *>: the syutarr,. You ar* respond ltd* tor all content slut you pogt. «-mli. tranamit. upload ar othcruia* 
rrsrhe available through the Oyster:. You agree not to une the cystem to rnke svailafcle any content that t * 1 > ie 
unlawful . Hsreifal to adults ot minor*, threatening, abunisn*. harassing, tori Imjs. d**fsnntt.sty. vulgar, obscene, 
litwloua iuvawlv*. a i anotlatr *a pilvauy. lu»rwful. u* or;*»jrwlua eLfavtlooablar <2J infringe* any patacr, 
traderark tra*ic acctct. copyright or other proprietary righto of any pciacr.* 1 j» contains unauthorized 
advertising nr solicitarisns: *Jt is intended by you to interrupt. destroy or lirit the iunctinnality cr 
Integrity of *ny outig*ut*r wiltwu?*., hardware nr ^t**rU;«< »r tha g.y**ter^? ,i» i’h t** ml a ? eud Ing. fsl we, 
fraudulent ot ci imlual. You ate iaapcnwibia tor ««*ln tain lag tfui coniident ial ity ot your paa wword and any 
weipbcrghip account informsc Ion* You agree to irnr«>diatcly not ify us of any ustau:horized u<ac of ycur pai?sv#ord or 
nt her readership scooimt inlurasst l«n and further agree Jr.dersii i‘y aetd h«ld u?» harmless iux any iir|»r«t>er nr 
lll-gal use uf # \vu* |fc 4 ^avt! t d. 

4* ?io Ouarasree of Privacy, Your access to and nr uee of the Tystee may he subject tv monitoring or tracking. 

Ar.y and *11 tmrerlsls entered I?i* n the ;iy*«r*»rji shall fs< considered *puhl In re-cnnls• stitl sluall be «ub5»»c? r«» 
public diecluMure ;« aa-a*a*<L u;ju with cJiw Qaoigla Dpau P—uui iw Act . 

7, Fight to Restrict; ar Prohibit .Access, You acknowledge »rsd agree that JfcA:? rvay change ntnd; iy. trend, suspend 
»r dlt»?cfl( Inue any ot the K«tvlc**M *rr !k« iyef-etM. at any 11»*. withwat. tmt 1 a# umrf wirfuiut J labn it.y t« 

you or to acty third parzy. C*;AJ a*y tspofta iimftatioje* on tl)u use ox th* ^yi*taa { , Uteluding but not ILnuiod 
to. lirdtiag the time its which tin? Oyster, ray be accessed ard or limiting the type or volume of raterials which 
m*y be upl*>*ded t« the ;iysten>. You ire strongly -*ut ioned to rslnt ain ys*ur ->wt: records )»*• «ny i?l ell 
Lr, Tutsrat ina contu '.uuc! »n tl»** ly-tan, siay iw Lu«n'<«t1 at iXJAI * d'.act utloa at any r*'*AT u»ay, at ita i»o; — an<l 

at-aolutc discxcritm. tccuaa to accapr you 1 rogictrarion and nay at any t;r*c attar accepting registration, 
refuse to permit your continued use c£ the Tyster* tor ar.y reason. In addition, in the event you violate the 
t«t»« 4 <^?sdlt !«»*, w* t WM*r««» the right iti s*»mF *p|>i npt hit e jurtejl;#.* against y»iu. Including. InU »u*| 

limitAd tu voiding oant ract award:w>. gugjpanaion. ilwbatrnwnt, griatlnal procwadlngw and any a that i*e«di*a 
poimitted by law. 




Event Details (cont.) 


PeopleSoft Strategic Sourcing 


Ev«nt 10 Formal 

iCJMiiaLUSOiL^a^t. _ deli_ 

Typo 

JlTit_ 

Page 

1 . 

Ev«nl Round 

Vertkm 



Cront Nemo 

jve** lot rtemcincy ii 

ill? 


Start Tftno 

Ftnt*h Tkno 


ct -'it ho: r ic-i is 1 

i? ETT Ot/CL 


: v ; ctT ■ 


Event Currency: US Dollar 

Btda allowed in other currency: No 


Bid Number: 

Bid Dote: 

Total Bid Amount: 


1 

OSfflS&Qf 7 13&&2S EOT 
1 69,400.00 


Bidden Lfo Resources of Georgia, Inc. 
P.a Box 2323 
Dflcula GA 30019 
United States 


Submit To: Department d Pub6c Health 

Georgia Department of PubBc Health 

2 Peachtree Street NW 

161* Ftocr 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phene: 

Email: kathleenJane ©dph.ga.gov 


B« DI JCI.A..IMKR 'A'AFUAJITI . ZxlXl item* sot tapt at «*rt 4i.t that Z \ m JfitZ+n will upMtaU Jitlnt*} tupte4 ui 
ci jor-tuis, 7fw jyattfCi wnd any iciutsuit or rattr ul ooutAluixi uu th* is pisvidw*! :o yea an an “at> 

io** and "at* av-a i 1 able* basis, fin y rwitexial downloaded nr ctlwiwise obtained through the use ot the System is 
d*>r,** 4». ytrar «w?t d .weret.».«« *ml t!wF and yt jw shall Ik «*»]•*!*/ r««rswm»iht m f'.sr any ?.*» ytisjf *r 

i>r lout* of data t'OAt ittiiuZZu ztatxi '..L* ulowstiiiod oi any touch suACwrlal. All _-oedit l-ana. xofrtu&oozuz Iona asd 
warrantiea whether eirpreea, itr*pLio*i atatutory or otherwise, ks eluding any inplied warranty of 
^rTrhw/. ability. tor a particular purpose, or * infringement nf third party rights. are hereby 

dl *c 1 ned, Wfo «dvloe ot In! m * an, n5i**r.ht»t «? «* 1 «: written, obtained i»y you t !*.!w tin* wi v!r* »lt*3 1 vrieate 
4i*y viiuii'y. 1 X 2 X 2 l« not ttahi a and whiii havw uo rwwpou«ibi 1 lty of any kind to you far any Ittuu at ilsmaa*« 
that you incur in the event a: li: ar.y failaie <:r interiopr ion of the ; yit et r 1 i i 1 any act *>i oy.iooioa of any 
•bird party Involved 1 r. snaking this >*y*te-t nr r’je de* -♦ cnct sir,*!fl lies eir* available in your * 1 * 1 > «y other ciu»»» 
stela: ioa to yr>.*» .ore**,* 01 ;.»**♦. ot inability a^n.-e-M. -it ■**•*, a*>y ini. ot thl* 3y»f.*'ni nr nat.*t Uix o»« rhie 

Syatam, wbsthisr or iiwt. zam ol:cuc*»tacic 00 giving rise t.. auch caus* may luva Loan within ?:Jw cuntxcl of IC.V3 ->i 
of any vendor providing so ftvare service* or support.. In no event will :*»:**£ be liable to ymi for any direct, 
wpe.'ial, intllreel, oor.HoquersC ial. nr Incidental dsmagew m any *.i bet h-ew ~i damages of any kind even If lOMk 
Ua- a4vi»te4 or fl«*> puBwibll try thoiwaf. 

9* ;;oftveie A Third hirty Ctmteitt. Infctmti^r. presented r-n the «y*tem la collected, maintained, and provided fcy 
rvte.'.. ;r» pat trie; a, and I*r !«te»t «!>vofnrtefit «n»f :*,;*»«. khl ! I«. eoery eflvM! Jw tH keep eud, ! nl»t Stilt 1 U« ejl’yi %*. m 

arid ap-co. r.^AJ io*ia not uwrtlfy tlui authenticity ui an.*/ iasorn-Jtii*n t}«jt ie pio-tiJed on :h!» Syuteni. 

’Jciler r.o cireutcstanoeo will tCAo br liable for any actions taken or cri as ions made from ieli.tr.ee on any 
info: net JUm conr alr.ed herein from what eve: n<a»i-:«*n nor will tvAi-s te llaf»le l:?x arty other coneenvjen^e^ Imw any 
“wuk iwllaac*. Pwi tlicr. ctfitahi luturnwit i*>a 0ii4 t?untunt available u» rh« ."yetern r/**y l*e provided try one ot wim 
thud parti oa andet licanaa to VOX* > **7hfrt3 farcy Content ** 1 . rh»s Third Party i« i:i «ach csw»«. tho 

copyrighted work of the creator/licennoi, vithoat the eonnettfc of the applicable third party lieenRor, you shall 
only have the tight to dlepl jiy the I'h l r »l i a r *. y Content »o yttor pefmtrtat rnrjmtet a«d r n view euch own rent. t«r 
your p<itdoital Jew. Any u we uf ttui wof twax«> azhmt than aw t e:|u ir««l zo navigate rlv* .kyat an. aod uiiiica rh*» 
functionality eiferod through The System is cnpreeely prohibited. Mo right to copy, distribute 1 in any manner 
through sr,y iw-ir? including without lisiitation rent, ivale*. 1 r , 1 «.*n, or transfer» tnsblicly dittpluy. 

publicly }»t him m rtKlJfy f|i» wuttwar** w.a.'xeel hie »ni the -ywt m \,, gr 4 nved, w» ij#*y 3»* try titee* T**i r« m 

Toudltlou*. jui ray not Jacxsmpila. disaeuamibl**, i»-ui w anglr.auj 01 vthwrwiwa attairpt tu diavce-ar tha wour _a 
rode t:« the eoftwaic without the expreoe written pernicn ion of the creator llcenrsc-r. 

10* I.lwkw to Third Party W*b i)itaa. Tlw Zyf»zun may conraln link** ta othar *«b*lr*w that are nor ar.tSat the cwotrol 
vt or maintair.ed by POAS. You aclvitvwladga that COA3 ie providing links to you only as a ccvr/»ni«xvc« and 

ouffh prnvisricm of theee lirske doen not imply by 5UA$ nf the webmites or xny part at. lt» contenre, 

Ywu turi-hn*? «jre» 1 hat la n*?h r«wpnneIl>le th« oiint«nt t«-r link* il;*|ileyed »n nuch wtlutlti*#, 

11. tr.dcmr.i: icatlor.. You hereby waiv*c, jeleaae. dirchorgr and agro< to iademnity, prefect and save hartnlecc the 

!• tare of "jewrgla jte agencies departrente. author i: lea and 1 n*c rument al: r lee. and the officer*, director* rr.d 

•Tif7»i;yw*»w v! e 4-*li iii*»:*ii)4TT*»F <?m* l -vt \ v*. 1 y i«fw??*»d tv e <* • Tmja^in \ r •*- * * ■ , ot 4 ml tpip ar,y anrl e»I >.*lal r<w, 

iamiitdu. liabt I It i*-u. lowwww. p-wnaitiaw, flaaa. taaa. intarawt awaid*. luJkptunzu. awttla&wint payssanta. coatw 
or expense» caused by, growing out o i or ctr.crwice hipponing in connect ioa with: *:a? ar.y breach of theme Terms 
W Oandit iono hereof : *h* the violation of any applicable lav, rule m regulat ion? or i**t *lamage to or 

ut km ut tana Hit* sii iiitang'blw pruputty iiu*sli«ihi*i data ami w*;?:rwa*wt* ult your ftdwu** u* sotli ii^a:ion 
•ot the 2ystai«,» la wjioIa or in casT cauacd by or vaulting i roan asy act 01 us4.«aieiii by you. Thl* iadfta'aii t tear Ion 
rpplieo nctwithetandlnj the feet that third parti.ee or any of the Indemnitee** may b«? partially renpv?neible for 
t he ewnie giving tiw* ? ?» the cl *;n? r.t r hs* claim r**wult* in - rtrsre* ary ohligat ion that m vo»^:b* 4.0 y cs>«? ! act u* 1 
cu«i;i tajsiil. Hc-WteVai . if any uf tut Indwatiitaua or thlid parciaa »ru paitlaily rawpur.aiLla tat tka avast a 
giving tisc to the claim your Litdetmi t Ication cbligation hereunder shall apply only to tfte extant that you 
contributed tc the w***nt*». The foregeing indemnity ir conditimned :jprn prerpt written notice r>: any claim. 

*«? lor. j; r -JeowniJ t nr whbrh ind*evr!ry ’ u 1 :1 ti S «**d . 

12* Pel at lor ship of Fait ice. Sack party shall be ai»4 act xtt an independent contractor 0 : the other autil shall not 
hind nay * ettp* tw bind other to ,*it:y cont t act . he agency, ;v»rt«erwhlp. in in* venture •».**rl , 'y*>*~emrioye: 01 

franchisor f rancl.’.awa rulat iunship i* tr.tandwd n-ox cr*<at**d by thuwu Tw> him i. luiut 1 1 i»«*w . 

12* Miscellaneous- UacJt patty agiees to corply with all applicable lawn, statutes, ordinance* ar.d regulations 
regatdirg une si* ?'-:•» <'■/«% enj Including ar.y t r Iwtte into *m .■% r****ul: t>* ****** rst 1 he ;’y«r *<m, f< 4?i>- 

piu iteluti of tfte.14*, Twtj-o 1 . CoiuSitLwnw 1 m h*<ld by a emut uf cna%w>t**ur Jui lieliution to L* invalid u> 
unenforce jpIc*. ouch determination, shall not affect the validity or enforccabi 1 iry ot any other part or 






Event Details (cont.) 



_ 2 _ 

Event Name . .* ~~~ *' ~.~. ..~~.. . 

.iiigJU. lrse_ Al lciau& i _ 

Start Tkne Finish Tkno 

£li-LI-*juLZ ett _ :t i - stt 

Event Currency: US OoDar 

Bote allowed in other currency: No 

Bid Nu mb er: 1 

Bid Date: 06^26/201713:39^25 EOT 

Total Bid Amount: 1*9,400.00 


Bidder: Lie Resources of Georgia, Inc. 

P.0, Box 2323 
Dacuia GA 30019 
Untied States 

Submit To: Department ot Put to Health 

Georgia Department of Public Health 

2 Peachtree Street NW 

15th Floor 

Atlanta GA 30303 

Unied States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kaihleert lane ©dph.ga.gov 


provision ot mesa Terms & Conditions. Further, it any provision of these Terms & Conditions is determined to 
bo unenforceable by virtue ot its scope, but may be made enforceable by a limitation of the provision, the 
provision shall be deemed to be amended to the minimum extent necessary to render it. enforceable under the 
oppQcobte law. The failure of DOAS to enforce any hghl or provision in these Terms * Conditions shall not 
constitute a waiver of such right or provision. The Terms * Conditions comprise the entire agreement between 
you and DOAS and supersede all prior or contemporaneous negotiations, discussions or agree moots, if any. 
between the parties regarding the subject matter contained herein. The laws of the State or Georgia shall 
govern and determine ail matters arising cut of or in connection with these Terms & Conditions and/or the use 
of this System without regard to the chotoe of (aw provisions of state tow. fn the event any proceeding of a 
auast-fiididai or judicial nature Is commenced in connection with these Terms A Ccndftloms and/or the use of 
this System, such proceeding shafl solely be brought in a court or other forum of competent jurisdiction wtthm 
Fulton County, Georgia. This prevision shall not be construed as waiving any immunity to suit or tiabiSty. 
including without fimitatlcn sovereign immunity, which may bo available to DOAS, 

14. rh«-«K* >■*! «■* *• C I v* •»» o* ;•*«!*; *0v ? 4 nil i* jjvj >*ny t* i * v * v»*i 

Lost FJp < iatc<ii 0 > ‘14 .‘0 1 







Event Details (cont.) 


Event ID Format Type Page 

iC^yi .lell...KT*.i 4 j 

Bidden 

Wo Resources ot Georgia. Inc. 

P.O. Box 2323 

Event Round 

Version 


DacuiaGA 30019 

i 

2 


Uniod States 

Event Nome 

'•»*- lut • -■*«yrr«r.t:*y *'!I' 7 

Submit To: 

Department of Pub fee Health 

Georgia Deportment of Public Health 

Start Tffne 

Finish Time 


2L -: u ii 

» err ot '•’L-.-ior? ij..:;. err 


2 Peachtree Street NW 

Event Currency: 

US Dollar 


15th Fleer 

Atlanta GA 30303 

Bids allowed in other currency: No 


United States 

Bid Humber: 

1 

Contact: 

Phone: 

Kathleen Lane 404/232-1144 

Bid Date: 

06 / 05001713:3925 EOT 

Email: 

kalhleeaLan© ©dph.gajjcv 

Total Bid Amount: 

159 , 400.00 



Appendix C -.Bid Responses_ 

General Questions 

fiteaflai_ Rg»pq"g<> 

You must select the "View. Add comments end 
Attachment* unk ct Ova Event to scoew the eflFx 
tnstmcfions document Hovo you compiotod this 
toft? Y 

Company tntcrmstion 

Have you provided you» company end contact 
mformaticn? You must provide tttta mtomiaBcn ao 
an attachment by dtetong on tho Irk to the nght 
'Add Comments or At to ch mont s.' v 

Georgia 8ased 

Am you aGeot$a Based company as defined in 
SPD-SP042 Supplier Genera) tnfcimfl»crt Wcnceheef? Y 

Mncrtty Busncss Classification 

Are you a Msiomy Bustness as defined m 

SPD-SP042 Supplier General information Worksheet? N 

Safes and Use tax Compliance 

Have you completed Vie Safes and Use Tax Form 

(prortdod as a Unk in the cRFP InstmcSono 

attachment)? YCu must provide the completed torn 

as an attachment by d«*mg on the link to the 

right entWod 'Add Comments or Attachments' v 

Small eueme&s 

Are you a SrrwdJ Business entity as defined tn 

SPD-SP042 Supplier General mfermubeft Worksheet? y 

Communicalcn with Issuing Officer 

By answering *y©3*. the Offerer admowfedges me 

rule reganfcng reotnenono on the supplier's 

oo mr ranicatcn with state staff members ff a 

communicavcn aquesftanabfe. theOfeior agrees 

to contact Vie eden tiled tcoumg Officer to 

request assistance Yes 

PCard Payments 

Does your company accept Procurement cards os a 

method of payment? N 
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Peo pleSoft Strategic Sourcing 


Even! 10 Format 

Type Page 


Jell 

K *z 1 c 

Event Round 

Version 

j 


Event Name 

i » lor r~<e<tK,.*.n£’V 

-n ■ ? 

Start Tbno 

FlntshTlmo 

c- 1 iin; 2o:u* 

i) err 

i.t " 1 * 1 C . : -i-: StT 


Event Currency: US Dollar 

Bids aHowod m other currency: No 


Bid N um b er : t 

Bid Date: 06/Q&2017 1&3&2S EOT 

Total Bid Amount: 1*9,400X0 


Bidder: 


Submit To: 


Contact* 

OliMA* 

rlHHIQ« 

Email: 


Ques tion ___ Rtraponso 

Recprccal Preference Law O.C OA $ 5 O 5 ** 0 ib) tn 
which store *3 ycur company dorrncted? 

For the purposes of evaluation only Suppaere 
resident in tie Stats of Georgia will tie granted 
tee same pwterenoa over Suppliers resident in 
another slate in the same manner, on the same 
basts, and to tea same extant that preference ia 
granted n awantng bide tor the eame goods cr 
semens by such oteor state to Suppliers rostd an t 
teemtn over Suppliers resident h tea Stale of 
Georgia 

NOTE For tea purposes of this law. tho 

deSnmcn of a resident Supplier ta a Supplier 

who to domcctied tn tee State of George Georgia 

Rosso soloct teo opficn teal mod accurately 
defines your company, based on the definition a 
beta* 

"'Georgia Resdant Business means any business 
teat regulaify msntsns a place from wmch 
business »s phyoedty conducted in Georgia tor at 
least one year prior to any bid or propose* to teo 
state or a new buemecs teat is domfctedsi 
Georgia and which regutaity maintains a peace from 
which tusnes? is physicaihr conducted «n Georgia; 
provided, however, teat a ptaco from which 
bu cmee 0 to conducted shsa not include a post 
office box. a leased private mailbox, site 
bailor or temporary structure 

"A Small buenese is defined as a business teat 
is tfidependenfly owned and operated tnsddtion. 
such a bushoss must dtecr frnva tower than 300 
employees or less term $30 million in gross 
recap ta per year 

'A Georgia Resident small Business would bo a 
business that meats tea requirements for both a 
Georgia Resident and Smell Business 

Also, the Slate encourages afi companies to 
cub-contract portent* of any state contract to 
smell end msnertty business enterprises 
Suppttofs interested in taking advantage of tea 
Georgia income tax tnoensvea provided for by tee 
Cfftaol Code of Georgia Annotated Section 
4 S- 7 - 36 . reiaOve to the use of minority 
subcontractors in the performance of contracts 
awarded by tee State of Georgia, should contact 
tee Vendor Reiabcns A<*ntntstrator 

Vendor Retattons Adhtms&stor 
Deportment of Aomrustratere Servtcee 
200 Ptedmont Avenue. SE 
Suto 1303 . West Tower 
Atlanta. Osorga 30334 0010 
Telephone ( 404 ) 037-6000 


Life Resources of Georgia, Inc. 

P,0. Box 2323 
Dacuia GA30Qt9 
United Stales 

Department of Pub&c Health 

Georgia Department of Public Health 

2 Peachtree Sheet NW 

16th Floor 

Atlanta GA 30303 

United Stated 

Kathleen Lane 404/232-1144 
kathleenutane ©dph.ga.gov 
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P eopleSoft Strate gi c Sourcin g 


| Event ID Format 

. -.JslL _ 

Type 

_,££3L^ _ 

Pagei 

*1 

] Event Round 

j i 

Vorsictt 



[ Event Name 

j Alleitrat: 

1nt 

. ... 


| Start Tfrno 

Finish Tlmo 

i’> Err oc v?t< 

i 

e:? * 


Event Currency: US Dollar 

Bids allowed in other currency: No 


Bid Number: 

Bid Date: 

Total Bid Amount: 


1 

00050017 13:3025 EOT 
160,40040 


Bidder: Life Resources ol Georgia, Inc. 

P.0, Box 2323 
Dacula GA30010 
United States 


Submit To: Department of Pubfcc Health 

Georgia Department of Public Health 

2 Peachtree Street NW 

15lh Fkwr 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phono: 

Email: kaihieeaLane^dph.ga^ov 


Fax: <404)557-6444 

Are you a Women-Owned Possess? 

A Duemees trial la at toast 51% owned and 

controlled by one or more women and unmanly 

managed by cjv» or mem woman N 

Are you a Veteran-Owned Smal baseness'* 

Veteran Owned Small Business as used in this 

provision moans a sma3 business mat ji> is as 

least St% unoondmonaay owned by one or more 

veterans <«j defined at 33 U $ C 101(2)>; ortn 

tho coso of any pubfiefy owned badness, at toast 

51% of the stock of which ro unccnd tonally owned 

by one or more veterans, and tfl) whose management 

and daiy business operations am contrdlad by 

on o or more veterans N 

Can your company be classified as a Mmonty Owned 
Business? 

Select the oubonie) below that correctly 
identifies your company based on *>« below 
doflntocn of a minority business 

A Mnoitty Business enterprise means a smeft 
business concern which is at (east 51 % owned and 
cenbdtod by one or mom minaisos end to 
authorized to do end to dong business under the 
laws of the State of Georgia, paying at) taxes 
duly accessed and damtdtod within this state 

(Ottiod Code of Georgia Annotated §50-5-131 1 Not Applicable 

to your company a scrutinized company? 

Any Supplier that currently and-or prevtcudy. 
erflhn the last three years, has had business 
activities or other operation a cutidda of the 
United States, must certify Bud U to n« a 
•ccrutmued company*. A ecruttmzod company re a 
company conducting busmess operations in Sudan 
dim to involved srt power production activities 
mineral extraction activities. ctl-reiated 
sc&vttieo. ortho produebon of military 
eqwpnwn. but excludes a company which can 
d emon s t r a te any of tho following exceptions noted 
tn O.C.OA Section 50-5-54. Folse certification 
hereunder may result tn ovti porvstoes, contract 
turmnaticn. incligfcdity to bid on state 
contractors for throe or mom years end-cu any 
ether available remedy ItfteSuppttof tsa 
scrutinized company. the Suppter sna3 not be 
efrgfcto to tod on or submit a proposal tor a 
con trad with the State Entity unless OOAS makes a 
determination m accordance with o C GA Section 
50-5-44 that ft to m the best mterests of tiio 
State to permit tho semttmzod comp any to submit 
a bid or proposal. Any ecmtmued company 
desmng DOAS to make such a dotamntnaoon should 
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P eopleSoft St r ateg i c Sourcing ___ 

1 EvontlD Fermat type Page? 

_ JsXL ___ S£z _.._...._ill 

! event Round Version 


Event Nemo 

lualLirA ftliciaai i r, c?, lax.figasancx...^l2_ 

Start Tfrno Finish Tlmo 

C t 1 1 > >c-1 T 201 1 u I HTT _ 2Sl UJzM£~X1 1 STT 


Event Currency: US Do8ar 

Bkfa allowed In other currency: No 

Bid Number: 1 

Bid Date: 06/DSM1713:3925 EOT 

Total Bid Amount: 1*9,40040 


Bidder: 


Submit To: 


Contact: 

Phone: 

Email: 


Lrfo Resources of Georgia, Inc. 

P,0. Box 2323 
Dacula GA 30010 
Unfted Stales 

Department of Pub bo Health 

Georgia Department of Public Health 

2 Peachtree Street NW 

16th Floor 

Atlanta GA 30303 

United States 

Kathleen lane 404/232-1*44 
tat Ween.lane ©dph.ga.gov 


contact both DO AS and the Issuing Officer 
immediately. 

Please make a selection from the three options: 

A. I certify my oompany Is NOT a ^scrutinized 
company" 

B. I certify my oompany is a ^enrttnized company* 

C. i cert$y I have requested and received written 
permsslon from DOAS to submit a response to this 
Event In accordance with 0.C.G.A, Section 50*5-84. 

Do you hove 9te mrtmnum number at tun ccnsocufive 

yearn of experience a3 defined in Tie eRFP 

document? You must provide sit® defatted 

infermatjon as an cttadtmcrrt by decking on 9io 

time to the right 'Add Comments a Attachments' v 

Georgia Security trmv y ascr 

Pursuant too CO A § 13-10-91. afl contractors 

or cut ocn tractors vmo srttsr arto a contract with 

tho State Entity in ccnnccSon with Tie physical 

performance of sendees within duo state, ohdl 

mgster and participate in the federal work 

authorization program to verify infor ma tion of aP 

omptoyooa To bo dlgibto for contract award, tho 

cuppser must return the attached term Because 

tits form must be signed and notarized, the 

suppler must comply with tho State Entity's 

tnatiucticns for mafing and receiving this form 

Does the cuppder agree to futty comply with this 

requirement? v 

Have you completed the Mandatory Response 

worksheet os defined in the eRFP document* V 

Standard Insurance Requirement 

rt awarded are you prepared to provide insurance 

08 dofrtad m the sourcing event* Y 


Line: t item tth 

Lino Qty: t 

UOM Each 


t 

Total Lino Bid Amount: tdOCOO 



1 



Description: Agency Support Sendees - Total 


Ouoetlop ....*.....Response 

What «s you# bid price* laOdOO 







Event Details (cont.) 


PeopleSoft Strategic Sourcing 



1 EverStO format Typo Pago 

1 _ieii__ .jlisx ._.. uJ 

Bidden 

Lie Resources ol Georgia. Inc. 

P.O. Box 2323 

j Evens Round 

Version 


0 ocu la GA 30019 

p ___ ___ 

j 


United States 

| Event Nemo 

!»*t *RC?y *’■? 

Submit To: 

Department ol Pub&c Health 

Georgia Deportment of Public Hearth 

) Start Tino 

FtntahTkne 

I et■•o:r 2uis»i 

> STT Ot / >;! L-*0 J ? I -• J C v :-j SIT 


2 Peachtree Street NW 

Event Currency: 

US Dollar 


16th Floor 

Atlanta GA 30303 

Bkts allowed in other currency: No 


United States 

Bid Number: 

1 

Contact: 

Phone: 

Kathleen Lane 404/232-1144 

Bid Date: 

06/0SA017 13:38:26 EOT 

Email: 

teat hleenJane ©dph.ga.gov 

Total Bid Amount: 

199,400*00 






Event Details (cont.) 


Pe opleSoft Strate gic S ourcing 


Event ID Format 

JUlisi'J -DASUlL&LLiL.dell. . 

TVP® 

fepfr , 

Page; 

Lsi 

Event Round 

Version 



] Event Kerne | 

i V f i 




Start Tfrno 

Finish Tkne 



► > err ot fU*,.- 

■\iOir i ? 

: . : -j ; StT i 


Event Currency: US Dollar 

Bids allowed In other currency: No 


Bid Number: 

Bid Dote: 

Total Bid Amount: 


1 

06/0S/201 7 13:3925 EOT 
139,400.00 


Bidder: Uo Resources of Georgia, Inc. 

P,0. Box 2323 
Docula GA 30019 
United States 


Submit To: Department cH Pubw Health 

Georgia Department of Public Health 

2 Peachtree Street NW 

16th Floor 

Atlanta GA 30303 

United States 

Contact: Kathleen Lane 404/232-1144 

Phone: 

Email: kathleealano^dph.ga^ov 


Total number of attachments are: 19 

Hie attachments included in this bid submssion are as follows : 
Attached File Attachment Description 

Company _tnfomvrtcn does 

Cost Proposal T Uno_ltern^Budgat_ .Ute_ R«ourco*„ 0 f.,Goor 9 taijdsx 
Cetrflcsta ot Non CoOusaan - Lrfe Resources ol Gecr^apdt 
RFP. Addendum^ Form Lrfe^ Resources. of.Georgapdf 
Mandatory Response Wodcsncot * Ufo_Rosourcea of Georgia xis 
MANDATORY RESPONSE WORKSHEET ATTACHMENT pdf 
MANDATORY _$CORED .QUESTION ..-.EXPERIENCE QUESTION _ t pdf 
Msrufcecry .Scored .Response Wcrtrsheet for IRG its 
MANDATORY SCORED.QUESTION «_ EXPERIENCE .QUESTION^ pdf 
MANDATORY SCORED QUESTION - EXPERIENCE * QUESTION 2p<S 
MANOATORY.3COflED„OUESTlON..-„EXPERlENCE..- QUESTION 3Pdf 
MANOATORY^SCOREO.OUESTION.^ORG COMPOSITION * QUESTION 1 pdf 
MADATORY .SCORED QUESTIONS * STAFFING • QUESTION pdf 
MANDATORY SCORED. QUESTION r iMPLEMENIATtON t AND" 2pdf 
MANOATORY_SCQREO._OUESTtONS .-.REPORTING .QUESTION^ pd! 

$P0'SPQ54 tmrwgration _and_Sccufthf. Form pdf 
Supplier Generd tntermafton Wcitsheel - LRQ xta 
MANDATORY „SCOREO_QU£STtON„-„FINANaAL.*„QUESTION_1 pdf 
Tar .Compliance., Form.. Lrfe„ Resourcoscf .Georgapdf 






Company Information: 

Company Name: Life Resources of Georgia, Inc. 

Physical Address: 6405 Sugarloaf Pkwy, Duluth, GA 30097 
Mailing Address: P.O. Box 6375, Macon, GA 31208 
Authorized Person's Name: Christina Middleton 
Phone Number: 678-622-5947 
E-Mail Address: chnstina@Hferesourcesgaxom 



Solicitation Name Positive Alternatives for Pregnancy 
Solicitation Numbe DPH0000126 


Date 


Cost Proposal Worksheet 

Section S - Cost Proposal 

Unless otherwise specified in the eRFQ or contract agreement, all pricing should be inclusive of all costs associated with providing the services 
outlined in the eRFQ (i.e., shipping, postage, etc.). Supplemental Cost Data is neither required nor desired. 

OFFEROR INFORMATION 


Company Name 
Address 
Address 2 
City, State, Zip 


Ufe Resources of Georgia, Inc. _ Contact Name _ Christina Middleton 

_ Title _ 

_ Phone Number _ 

Email Address 


BUDGET DETAIL SUMMARY 


DESCRIPTION OF SERVICES 

Unit of 

Measure 

IIQuSh 

Number 
of Units 

Total Annual 

Amount 

1 

Personal Services (Salaries) 

One Year 



$115,000.00 

2 

Regular Operating 

One Year 



$20,000.00 

3 

Travel 

One Year 



$12,000.00 

4 

Equipment 

One Year 



$3,000.00 

5 

Facility Costs 

One Year 



$30,000.00 

6 

Per Diem/Fees 

One Year 



$0.00 

7 

Telecommunications 

One Year 



$2,400.00 

8 

Other--specify: Grant Meeting/Orientation/Training Expenses 

One Year 



$7,000.00 

9 

Provider Costs (Please leave this line blank. Costs to be determined by the State Entity) 




$0.00 

G 





$0.00 

H 





$0.00 

H 





$0.00 

1 





$0.00 






$0.00 

Total Projected Annual Costs 

* This total cost is the amount that should be entered as the bid in Team Georgia Marketplace/Peoplesoft 

$189,400.00 


I attest the information contained in this Cost Proposal Worksheet is an accurate estimate of our organization’s financial proposal 
for this bid event. 


Authorized Signature 


Printed Name 
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<s2S._ 

(§ 

Georgia 

CERTIFICATE OF NON-COLLUSION 

By responding to this solicitation, tha supplier understands and agrees to the following: 

1. That the submitted response constitutes an offer, which when accepted In writing by the State 
Entity, and subject to the terms and conditions of such acceptance, wfll constitute a valid and 
binding contract between the undersigned amt the State Entity: and 

Z That the supplier has read the specifications and requirements shown or referenced in the 
solicitation and that the supplier's response is made in accordance with the provisions of such 
specifications and requirements except as expressly stated otherwise in dm supplier's response: 
and 

3. That the supplier guarantees and certifies that an (terns included in the supplier's response meet 
or exceed any and aP such stated speci ficati ons and requirements of the soSdtation except as 
expressly stated otherwise In the supplier's response: and 

4. That, if awarded a contract, the supplier wflB deliver goods and/or services that meet or exceed 
the specifications and requirements of tha solicitation except as expressly stated otherwise in the 
supplier's response: and 

5. That the response submitted by the supplier shall be valid and held open for a period of one 
hundred and twenty (120) days (or such other Ume period as identified in the solicitation) 
from the final solicitation dosing date and that the response may be held open for an additional 
period of time subject to the supplier's consent: and 

6. That the supplier's response is made without prior understanding, agreement, or connection with 
any corporation, firm, or person submitting a response for Pm same materials, supplies, 
equipment, or services and is In aO respects fair and without collusion or fraud. The supplier 
understands and agrees that collusive bidding is a violation of state and federal law and can 
result in fines, prison sentences, and dv3 damage awards; and 

7. That dm provisions of the Official Code of Georgia Annotated, Sections 45-10*20 et seq. have 
not been violated and will not be violated m any respect. 

DO NOT MODIFY THE BIO/PROPOSAL CERTIFICATION TERMS IN ANY WAY. THIS FORM MUST BE 

COMPLETED, SIGNED AND SUBMITTED WITH YOUR RESPONSE. 


Contractor's Full Legal Name: 
(PLEASE TYPE OR PRINT) 

Life Resources of Georgia, Inc. 

A A _/O *_ A ,/LlI I_ 

—B1MBBB1 

mmmMiwjjmsssam, 

Printed Name and THle of Person 
Signing: 

^-r 

Christina Middleton, Executive Director 

Date: 

6/30/17 

Company Address: 

P.O. Box 6375. Macon GA. 31206 

FAX Number 


Email Address: 

chiisttna^fiferesourcesga.com 

! This table must be completed in Its entirety by the supplier. 1 


Revised 02/11/11 


SPD-SP012 




















Georgia 


RFP Addendum Form 


RFP Number: DPH0000126 

RFP Title: Positive Alternatives to 
Pregnancy 

1 Requesting State Entity: DPH 

Issuing Officer Kathleen lane 

! RFP Initially Posted to Internet: See GPR 

eMail Address 

Kathleen.Lane@dph.ga.gov 

Telephone: 404-232-1144 

S Addendum Number 1 

Date: 5/27/17 


The purpose of this addendum is to: 

• Add the Questions and Answer Document to the Solicitation 


Note: In the event of a conflict between previously released information and the 
information contained herein, the latter shall control. 

A signed acknowledgment of this addendum (this page) should be attached to 
your RFP response. 



(VMm Zjfartve fVecfo / 

Printed Name and Title ) 


Revised 02/11/11 


SPD-SPR013 






Mandatory Questions 1 

These questions are Pass/Fail. To be considered responsive, responsible and eligible for award, you must answer all questions in this section with a "YES'* 

to pass. 








By answering "Yes," you indicate that you meet the individual requirements in the response block provided. ONLY upload documents if there is a Yes in the 
"Upload Attachs with Additional Information?" column, to provide additional information about specific questions. Documents not requested in this column 

will not be evaluated. 

DO NOT INCLUDE ANY COST INFORMATION IN YOUR RESPONSE TO THIS WORKSHEET. 

Question 

# 

Questions per Proposal Factors/Categories 

Response by 
Offeror. Only 
Yes or No 

Answers 

Upload 
Attchts with 
Additional 
Information? 

Attachment File 
Name 


Organization Composition 




1 

Offeror must be a nonprofit organization incorporated in the state of Georgia with a tax-exempt status 
pursuant to Section 501(c)(3) of the Internal Revenue Code of 1986 

Yes 

No 


2 

Offeror must be registered with the Georgia Secretary of State persuant to O.C.G.A. 14-2-1501 (a) 
(2010). Authority to transact business required. 

Yes 

Yes 

Mandatory 

Response 

Worksheet 

Attachment 


Financial Stability 




1 

Offeror must have a system of financial accountability consistent with generally accepted accounting 
principles, including an annual budget 

Yes 

No 



RFP Submittals 




1 

Offeror must submit either the "Cost Worksheet-Rate Schedule" or "Cost Worksheet-Line Item 
Budget." 

Yes 

No 
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MANDATORY 
RESPONSE WORKSHEET 

ATTACHMENT 



STATE OF GEORGIA 

Secretary of State 

Corporations Division 
31J West Tower 
2 Martin Luther King, Jr. Dr. 

Atlanta, Georgia 30334-1530 
Annual Registration *Electronic*Uy Filed* 

Secretary of State 

Filing Date: 03^)9*201? 13 44 36 

BUSINESS INFORMATION 

BUSINESS NAME LIFE RESOURCES OF GEORGIA. INC 

CONTROL NUMBER. 07055775 

BUSINESSTYPE Domestic Nonprofit Corporation 

BUSINESS INFORMATION CURRENTLY ON FILE 

PRLNCIPAL OFFICE ADDRESS P C Box 2323. Dacuk. GA 30019. USA 

REGISTERED AGENT NAME Donna Perry 

REGISTERED OFFICE ADDRESS 6405 SUGAR LOAF PARK.WAY. Gwinnett. DULUTH. GA 30097. 
USA 

OFFICER TITLE ADDRESS 

Jan Holt Secretary 150 Dogwood Court *1178, Walcska, GA, 30183, USA 
Jan Holt CFO 150 Dogwood Court *1178, Waleska, GA. 30183. USA 
Jim Cdnvcr CEO 1163 Dee Kennedv Road, Auburn, GA. 30011. USA 
ITDATES TO ABOVE BUSINESS LNFORMATION 
PRINCIPAL OFFICE ADDRESS PC Box 2323. Dacuk. GA, 30019* USA 
REGISTERED AGENT NAME Donna Pern 

REGISTERED OFFICE ADDRESS 6405 SUGAR LOAF PARKWAY. Gwinnett, DULUTH. GA. 30097, 
USA 

OFFICER TITLE ADDRESS 

Jan Holt Secretary 150 Dogwood Court ^ 1178. Waleska. GA. 30183. USA 
Jan Holt CFO 150 Dogwood Court *#1178. Waleska. GA. 30183. USA 
Jim Glover CEO 1163 Dee Kennedy Road, Auburn. GA. 30011. USA 

ADTHORI2ER INFORMAT I ON 
AUTHORIZER SIGNATURE Donna Perry 

AUTHORIZKR TITLE Registered Agent 



STATE OF GEORGIA 

Secretary of State 

Corporations Division 
313 West Tower 
2 Martin I either King, Jr. Dr. 

Atlanta, Georgia 30334*1530 
RECEIPT 

Transaction Details 

Product Description Business name Control No. snipped Order Date Item Cost Expedite Fee Total 

Annual Registration LIFE RESOURCES OF 

GEORGIA INC 0706577$ Online 03/09/2017 30 00 0 00 30 00 

Invoice Total $3000 

Payment Details 

Payment Type CHecWReferertce No. Amount 
Credit Card * American Express #####1002 30 00 
Payment Total: $30.00 

MdSng Add mat: Georgia Secretary of 3 ate Corpora bon* Otvwian, 2 MLK Jr Dr S£ Sude 313 Floyd Wc*t Tower Atlanta, 
Georgia 30334-1530 

Phona: 1 404>856*2817 1 Wfebtita: i<3S Z3 $0*/ 



Contois W055775 



Secretary of State 

rorponwloiti Division 

JiS W est lower 

Martin Lutbrr Krug. Jr. Dr* 

\ImM> Georgia 3I.MJ4*! 5JU 

CERTIFICATE 

OF 

INCORPORATION 


i kareii C llaitild. iiae Seucuiy af State ii'« tli« v mjKtfittuntfc i'tav^iwonvr 01 

Utc SlAX ot'iitwgii, hereby eerily tutder the fc efd my ttllrnp rfr.tt 

UFK RESOURCES OF GEORGIA. INC. 

* Dowrilb* V<wPitiIit ritf|)nrti(atif 

Kh» bCvXl uAiy a*02ipviC&;£ tf£3Ct £.14 ’«iv»» at Uu; aUUc wf tico* jCt* un 0^*29^097 b> 
ttte lilmu «r ivtirfr* of *n.«wpi7ri^c*t» in the Office of rfic Secretary of Suite and by the 

,;.v; r»*,f ■ : fe-a asoro -idcd *!v Title M nr rle UfTntci! I ^lu of Ir. iMj.it *M«:oiar.U. 


^TTXF.SS my hand arsi ofcWkAl wol %A l r.y vi VUt.w. 

rtml t*tr Stile nf firor».n.i cat Tune *fr>? 

y 

?'<£■&#. L /Ff^^Zy 

rva.eu * 'Fli iiUrl 
iSccretorr of State 




Mandatory Scored Questran* 


Onator* rmatt ****** ttw <* ttila •pfeadrHeaf in IH» c« 4 l provaxj 


Owe** mwl ndtcate wfwtfm ISm proponal «*•** ftw rrwtivHual n*rj«ja»m«n* and promt* « aupportmg runrsttm *n th* npooa prtwdad THm narratim i*mi:npt»orv ator«j <»Mh any rvquMarf 
«up put 1**1 aaaUtwht will Ur .valuator! jiuJ award** point* ifl KxonUtai «r*h UtuO & Piupcraal Evaluation and Award OHLY upload Jecin wHa 4 lUwa m a Yna in IT* "Upload Alfa. Iw 
wtm AaMilinnal Infix mat 7“ cidunn Ur provide aidtlxwol InAmnutfcjn about K***t&i ipMtiMW Ooaoawmt* not .#> Vva oo fcp nn will not ttm awotualMj 


CO VO !NClvO€ A Hr COST **l C«MA?h>*UI V<X« fl«.ft*OKSV TO T*ft «*0ftKSHt(T 


ASdYSnH* 

•rtttmmon 7 


Ou**«rrtA ;** rnxwvd FtffC*VO**Str **v 


fUitKT** by f*frv©r 


Ptpror mu*i soooai • minimum cd S wary c/ tor imam a«t a<p*'«*r* 
•r.udtnf corUmS managamr** <r #tn of « v —. 1 m oepo o* o'Vtn 
(need* e*«mpiey nl management arper once 'fi** to ft*# vr**o* rt 
<l*»t HHe? m th* 


.. frm fn «0» 10 wa»V wm *v*wwofr, 

ptagnonry mr* oigam/anm. managing J font prag* am» 
*ftO pi'cvamg ovfrngf/ ‘nr gr v* *ompl«no? 


d •**» ounr 
cm tla r ta^ll 


Cnztor nuit vj&r> ta t*t of *is c»e»£j %>• wnom vmA » service* u 
(Stinted rfi tfnt AfF beat seen prcvoed durrgtbe pact three wan. rv 

utt must nciudeicitej o* temre. * 4 m< p* confect xrton. nt < ?• contact 
person. idd-e-v. and pv/t nurttf </ contact oenen 


rant >cg>ami n«r* nee avaiUfiie through U?G durngthe ait three wai 
ut we Ha»c Xfnrt grad opportunem to ailef the Georga creg-anev 
art orpnaat©*! •©' uitrasou-o or of oency Painnfj 112 awarded! me 
kVociv( 7aw*'d*d>nor* 2COS 2311 IRG dewbped *ffo*rcrX 
creevx awarded. av ma+^ared overti/fit or< totn graft program* 


v*cttcrv scored 
Owestoos 

fcrfigoenc* Oy«t) 0 * 


9 we rhroa rr'airr.* anm aflat fad irom organaat «m* «*»*C wr 
I a. m anli 


Macdaiery Vwad 
Qw«u«rM - 
tap* •<♦*¥.' * 43««bO* 


C'ttrc*' must Otooie any nerncei ter - rated ty t^e demit I and «*« 






rteror m«u sravaie a iocy of tfte “»r« <eccrt audoed nvmcaireirart # a mk» *-e a mm tmtft orgmi/att-in. «e areprtrrd.nf an itre^na* 
wUk .cm fc an, Ttio ufftror m** 5 . f n«* a pul*K comoany a »©y f na'».ul *>at«?r«nt and » it?ta» from o-r Dnanctai ruM%t an ttatng c*.* 

’ rh« t«ce*< rtr*nai “^ana* itatement and * letter from rt»«« » nan.ai .TaO-ny 

^anc»«? institution tuttnf »V offe'cf'i V I»e* ! ‘xJUtrtr.v letter rnait 
• un tl*«Hnanr^tmititvtian’t atiifaul 


va.-*dar.*v xcreo 
OuMt-ont - f nanoai 
Uatrlty duett «n 


n tt>a ft «/» if Hun* 


* mi«U to • V5J k.ftl mfr>ratrr mtrJnj a kna^t rr*< 

and lopavMi l»« agamy \ Jwitot and ptniU a«oii|M fu> 
•/anrinW cpa‘«l on* 


mm m mmm mmmmsmi 
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C?Htrg» mart dOwy«b® the* *apo«ct» to <re*t *#»r% 
dpetlcman ttfottu, rmUtdiat inetountsmant, ro*ta»«d Adtotoutmof). 

flffWHfmtPt n&ocm <rf am (wwttno uttWHi far «h»m»bi» ««c 

oHtr p^fTMTV tutpon wMsn « unt«j#»ctm aone* *rf» mJwd* 

£>(I *cp«V. *»*« toftrpy *»d txm to!*Swr««<* c* t*rt tbrcuj* 

(>w1 cwnmuf*cHc»i t» t*G t rntnerthimn* tat s# fetaw* M«vtc« 

pttftMjUK* e»*t»on*«rfm»ptt(T«m pttpuntvant 

G*<rjj« A*wnjxr*>n cJ Na»*P*«bt Qrpftairttv*, nrfifttdfpcel »mt** 
ww * dwso *m t*«f wfft *pz<»«tcn nwnisnsm 

1) <’**rfir\p «%0 »«*tt*r* t»it $* ott»**d to mfiMr KfPKantf 

ftpro*$t*t lepto&e* proccB IsSatUtKi *«<r**t e»l ttwi » 
K>nw^C9^^^*t l w‘bt<?rwmw«»0* lHWstnw»**<**«l<o**<«ct n<t*» 
tw* **w**»*«» ifsantl » Atow*«*« *, kfto* j. «s*i ik *** 
ewn v *r»m« %a Grot b*** Cam-**!** JWO »*< w* toatwircJ to r*rt** 
d*»*»9* w£r*s*cn 

f«n«* otLSS cuf* tr«J k*» nevcryrxMmcrft»«* **»«») 
(TttTtn^tp »o *n »fc»art *m> C*C *w*bw « m G*t ***wbtf »U 

totrvo item »<t Hmtttf thrt tofftaoo*. ArtnM**tr »«<*»: Acotcwwi «t< **l » Dm 
lovvatwn Cat u* tfwncicoJ locUotfcntotnKl 

we <kts3M« *n> m« S^fmtoptmieeweiei* iO»*e*»eofn»*if*Atd 
rvaMrtanmartri* «* «ojf*tocatco TS* yilnt 

MfPctooi s<wtt« HKnuHKpktmjftSlRj«nOin|«ifintKm 
tiwifr»s»i«cB«* «<mftantaiWL »**? nwottcy n?oe#tw* tm ine**» *oo*t tceaw* 
UW *t1 tr**t« -Wttj’Tl 4f*3 ct FCCt* *»«», 

wtoct G*C k> www tuti»st«<« *ns nsjmrnt*difo*t, **d «mGls> 

lomrMvr sticft thmfe’stti prwewr mofwmft$w»®oi W 3 *h 

No 


1 

Cftcrcr mat* c«<r!E» th?» toproactj wevtfuitmf pnwxr&**t 
ip&Kstw on a ootnpetrtWB bos* *rtt rccomm«nd(nt pw»teB toOPH 

1H# iitU§ tittem of ««<0 r*nt **fe*nwio* •« b* <onA-a»dl tr# »• 1*3 C*ft to 

•o#» n« umolttmis* e# th« u«t t&fSu&a* mkS to 4*t*» nun cemti(**c* ««Qt 

a^olail*t«rf « AQ^ctmira ScttiiH 3, ttfnriaf thtCdfCrjCS 

foi icrxjr* Fftfi*«p»i«*KQuatTicL.t!t«x)(ht»>Ma**anoM(Avmdti3tiM<yC 

D* CMtocflop clcath qLotfvir^ ftr.l a^tmuon Wtu* QUC «l t» a**«da« »« 

<tt*«cm>«n) 4mrb*^itljtMirtAcflt* CHtomurfl. Th*a«on«dca 

ttnptod «sd tto ttxmt 4 t?*nt Umatimi »il tm mmiwrirt to U< 

OM1. 

NO 


1 

Cftcror urea <Sous ibe the* cpcrcoch to letednn aatttftffd p?cvdcn to 
S4rtKtwt« <« tb* oiojf am. 

Cflc mcmben «tC r*t* tht mitfrtut U«U| othn Mthjatet uvrtx. A 

tumuAt«rt rctwt *il be u«t£«d fot futtAw onwecttee 44kvxmim t a 

tjcnbfi s*ov ■!« reammtAiAtttft^ UlCt »41 co«jUtil <|tpticcfi3t eh*n nfunwfy to 
tkrtf# *«n q«rrt»en» toi tlit $Jtl tt <tt*t>ti} ptur ton* Im« feeom*t»«l»to#» la 
CP0. rt Oh* n%&ut* ediHaaMfi sSasrtfiwiteft <o «f wtiiiTOwwtitOo**. 

tl»« £3lftin» «t1 crMO* * ntocroe fror* the jew«in ethefeebuoMea^i 
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Off star mart tftncrib* i be# Approach ta femmonlcsKhif 'hHtaf* *cccts*£i* 
of <J (rant *p0icwoftt thsr have been Accreted to* DP*. to Dima 

CicnJ Serwtn Prcwtsnv 


Mo 



Qtfccar meet dewnbetfrer approach to manner?* the ecetirtoal 
a Ktiptonce wtd» cm uitxcntrin and ensuring tftxi proeoefs tbft) «l 
wdscomroa motpfemema. 

txf SmtOuttfraa NwO«t at*a part«awrd,«it CnmmCawd 

« ctHwt ta rfbrm towpints* *d» n**u»*m*«t* ftM VjTbwtt* nKrtfiarn* 

pnctduvt om! t* tdltatd 

1 *S*M In ovtntl sH *p*mtie** 

JL VUnton ft* »fi* »ntt*a«y*Unta tf towpiam* **k Om «*4»lrf«L*St;m 
tocttTttd fry th* MtH<ntnti 

l t*iM of iwautMd r»m»rt*ni 

A wwttftaMalawi mcarntitomur* that aravttonv* 

twt«rt» teizrrrmd tmgtmnf ttmt owmlwti ***» *dttxml mwOip «i wwriat 

Mo 


1 

CHemr mtm describe the* ippreoeb to Focrw^c* wpcatne, 
and tpcro«na suocsmtmaorf* budfesti. rnwen for wvarefs. aiw 
tfocumenaoon of etpeodetne*. 

UXiit £t*tt Admnatntttt ariktam cr»«T*efct erf tmOKSttp rcjwiAo*. r*tww «*4 
«mt «»i»wni Mbcoftfatfewt btripcH (iami fo* 0*f*r*nt *nf daeerwteUtiw 

M KKfKiiim. lodt aJbsantmtow fesdgtl «t> Se avahaffed «k part ef Iht *\tm> 
fD< utmucumitM by tfw G>*m ACwmoVau# lath ware* tJlfwttoO tr* a 
»i6to«r«toi mtd mibO« eotKWcntarftoM of atoctdduw UM (ta. nraroU. 
P**«t Jttut. «hu **d *>tl ha ««BtcM*0 by 0»* (Irani AentwoliMor cno» In 
tufemoho* to DWt tiiwn ptifarwtd tvth* &M, Lftfi mti umlyrt o rim*! 
i*»»o ef «*th Oml Utnl Scrtta* Pn»i j*t by ** m&xpmnt *#t urtifitd CPA 
•itteft 120 d*v» <i th« tomtfmnn of t* fatri rur MfifMAC MMtpf**** «£* «H 
flwwl raaamiwwti «ztsx* »* *r<»« 

Mo 


1 

Offeror rooaoesmbether approach to nmmtenmffeeatiij for o*cn frani 
acptont artd twwd 

THt 3»<«* paw crcttts %»6 pro** **jur* b*a-« 4 J«»*a*i-^ **ctrdt 

A£Un*0rU< V *Wrtt *T»d dtu c*» tw Ctpomd *M wh4 *X rwXl *«d 
drift **d <*ttu*n« ef tnpftst U*S kM **o twit« Majuwai «ktt»9tK t«tr» 

t» r*rt «nU.»SjSft> J t*d OW» nwy 5* ftw 

o <Uk*w„ 1) AeotUtUrt 4ftl tmpsitirtd Cctuntnll, 21 Ccl«WKt. 1) Fttancera. A) 

htwfl. SiCo» meaodttn*. S| tH««ue» «^d fttrrtbumrwm. «cn0J» wnOfti oil 
t»up1e«dsd**d Om»toftdtdtoc«ln«|Mrtlprt«*»»o1hriPttf*rf» «r*J LiC art 
mi« tt*H i^mxoutnrtutid 4rtf rryaured. Orta wvwawd try l£G tft*y 
»tl {m a^tmOcd to DIN. 

MO 



CfM*» mat! detmb* that tpFOwch ta «ct*fthM snd 

ro»ffiFtnd*w#b<t**w«in<he 0PM *»4 Drofl £4*M &*r*it* Of ovknh *< 

the <5r*^t AdminhJf Hoi wtl be IV pt*»>|yy^Airt >«y «»fmnwnH<s»U»« 

OPri Ihft tail tx* r*biftO« to me*i of uanwwfKri# 

l*4Ut»rt» 1 hft CPM Ctpt+-***4UUQ Uj th* IMOpftnit 

tmnlsrrwjyttod mo»em| t-> OfH «w« ftriunv Tt»o Admrmttrirfof wdt glut 
tf# <0*0441 ft* «4o*«1fnt th* <n to 

4hn*A» gnarar 0 <*m 4f») ««HhSftit ceti 

Tfc»Pts*r*m wllbft tM (tivmfp potni of iswtM lot th* 

uibiQRtTditottin **4*4(1 to (£»«(Mfttmn at £ti<**t 

**S «**t»n**!a rt* Met ( Alt wd 'oyr« ***S ptt* njt«u » 

«fKl tH*±tcurt etportdxtm tf «tamti <*m£h*l 
tiotyofim h*«* ti t»M * 4 th tipwoiyiH (Of* «t*P tenlthrl 

Picrtutm m*ti *tl 1 cm • itndtrian wr requoxf *ft mt*m pM** f*o*»* Pt«W<t*W 
m * tf 0PH Net Addition** deutmenNfriA ***«d* t v**i &w*m « 

tevi^K* *wd tw« It*:* for *stfen # r**d*d 
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EXPERIENCE 
QUESTION #1 



UFE RESOURCES OF GEORGIA, INC 
EXPERIENCE, QUESTIONS #1 


UFE RESOURCES OF GEORGIA. INC. 
MANDATORY SCORED QUESTION 


EXPERIENCE 

1. Offeror must possess a minimum of S years of documented experience providing 
contract management services with a similar scope of services. 

Response: 

Ufe Resources of Georgia Inc (IRQ) began in 2007 with the mission to advance 
the scope, effectiveness, and impact of pregnancy care organizations in Georgia. In the 
course of fulfilling this mission, we have acquired experience in the following areas: 

1. Grant Management - LRG has established two grant programs for GA 
pregnancy care organizations. These programs involved the development, 
screening, awarding, and maintenance of grants related to ultrasound 
proficiency trainings and technology. 

2. Quality Control - LRG has developed and implemented a program whereby 
centers must meet stringent qualifications and operational standards in 
order to receive the program's "seal of approval". 

3. Networking - Almost ten years ago, LRG initiated the networking of over 65 
pregnancy care organizations in GA and has maintained continuous 
communication through a statewide email distribution list, conferences, 
seminars and personal relationships. 

4. Reporting - LRG has gathered statistical information from the GA centers 
annually since 2007. 



EXPERIENCE 
QUESTION #2 



List of GA Dreanancv centers who have oarticioated in orevious LRG arant oroarams 


Name of Organization 


Director's Name Office Phone Street Addresses 


Athens Pregnancy Center 


Tricia Parker 


678-753-3180 


767 Oglethorpe Avenue, Suite A, 
Athens, GA 30606_ 


Care Net PRC Of Atlanta 


Shealita Reed 


404-688-0795 


100 Edgewood Avenue Suite 1650 
Atlanta. GA 30303 _ 


Appalachian Area Crisis Pregnancy 
Center _ 


Chris Scroggins 


706-835-1252 


PO Box 1789 Blairsville. GA 30514 


Pregnancy Resource Center 


Faith Pullen 


770-832-0256 


PO Box 683 Carrollton, GA 30112 


Sound Choices Pregnancy Clinic 


Carol Henschel 


706-327-9935 


1316 Wynnton Court, Columbus, GA 
31906 _ 


Whispering Hope Women’s Res. & PC 
Inc. _ 


Beth Hathorn 


770-889-8302 


135 Samaritan Dr. Suite 402 Cumming, 
GA 30040-2396__ 


Safe Choice Medical Care Center 


Rhenda Booth 


706-276-8378 


PO Box 383 Elliiav. GA 30540 


First Call Pregnancy Center 


Margaret Keck 


706-453-1908 


PO Box 1422 Greensboro. GA 30642 


A Beacon of Hope 


Talli Moellering 


678-893-5293 


2750 Old Alabama Rd. suite 100 John’s 
Creek 30022 _ 


PC of LaGrange, Inc. 


Michelle Thompson 


706-884-3833 


PO Box 2201 LaGrange, GA 30241 


A Center of Hope 


Yvonne Genest 


770-466-3900 


PO Box 1714 loganville, GA 30052 


Caring Solutions 


Christina Middleton 


478-755-1343 


P.O. Box 27011 Macon 31221 


Crossroads PC 


Monica Leftwich 


478-452-7376 


PO Box 223 Milleqeville. GA 31059 


Hope House 


Katrina 


229-985-4673 


PO Box 794 Moultrie, GA 31776 


PCC of Tift Area 


Darlene Barber 


229-382-4491 


PO Box 7186 Tifton, GA 31794 


The Hope Center 


Cindy O’Leary 


770-924-0864 


295 Molly Lane, Suite 120 
Woodstock, GA 30189 


PRC of Gwinnet 


Robin Mauck 


770-338-1622 


337 W Pike St. Lawrenceville. GA 30046 


ABC Women's Clinic 


Becky Wood 


478-275-9455 


402 West Madison. Dublin. GA 31021 






































































EXPERIENCE 
QUESTION #3 




h*€l. 2 $J? 


Ri.*: ..lie R cv %: r C icoryi.i 


to it iiuv cojccm 

I ito Kc*mua* vi’Ocvi^iu (LKCJ; Juu* Ixvn .osalka» Purina: u> Clinics. and Frc s *iu icy C*c» ictn 
t ; *r .1 JetM*lr 'vi i pn fe^i**«vl*?rn *nd c\^f*.rnc5 Tlic :r.Kcifc.\) i*> Ch. yxia M.idlc:o.i is 

-Jcuwlvi ujdy >.ioitl;::i3 Lie oi^c^uratio'i** ahi.i > ard XMch 

—Ru C£J£islcnlty s-ivct dimes am ccrter* lh~nuijj~- nelvrs-cm** ;»rd :mnn;r 

.'pp: ~i:n rirt ar \ kn«i provider r.ioorti) £iai:1S iLc yeas* io au->. ji vanue* *ap.vb 

* mr.cn in jtiripre t 'n.irK!C' 

K>j ABC V/ixi«ni\ Cfit;.* rjitdfku ly. l.ilV r<e*ami\.«$ uf Cernri pwvktcii jgirn fnr.dis fivr 
purser *r> bp rr-uW i y 1in*irpi i’lvrrt *jf»t ok'A^o* m. ‘.Ik* 1 ^,'JivM.iCJ pi.*ecn», ovusi^Ju.. «_ie 
Judcmi **cre la/.-: a. in c tnneljr anrl pa* c\<t.ri 4 niiinr«f They h;r.e prov.;?ed rr;»i mt*; 
r.*r vnl .n^trk'.r. .* i c l.dpod .p. tuatc^io fm niiyi• * eutuiL v»[ mrUi>.3;:l jpuaUcoclr. 

to ABC. 

I lavirrc a ii>i Dianna "'cry tor raany yerr ns l.Rfi *r»r i*hrrtfriv K-'idrlrt m ar Tin of. 

>ahn?Ui bctoic June dji'.r^j LUG. i* kjt> jeca^tuv to rw*nrwerd I ft Ra:jnr< rf (kmcia a 
Stair Curlra. Agency p i l lie over :*gfil %iF tarck rmnidtid jy tV Gcr 5.7 1 AssenMy Li $B »$ 

I can nc cr/nl xlctl hy p ipt* .» 4 .“i{ tfA ? - ?nr email »■»<-. •, .1 ,v i\;i. i . • • tor v.i* 

rtbiiliiktum. 
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May 31,201? 


To Whan It May Concern: 

Ufa Resources at Georgia has been an tncredibfe organization offering encouragement, 
networking and training opportunities to pregnancy centers These opportunities have 
strengthened centers by supporting the executive directors as wall as taking a hit of the 
load off of them. LEG does a professional job of training new volunteer diem advocates 
as well as nm board members This brings consistency to ail the centers who wii 
participate. 

Athena Pregnancy Center underwent a medical conversion in 2008 in order to provide 
our clients with an ultrasound it was a very involved and costly season fer our smail 
pregnancy center. One cf the most encouraging aspects was learning that we ocuJd 
apply fora grant from life Resources of Georgia to heip cover the cost of training a 
Nome Manager, I was able to complete the needed information required for a gram and 
our center was very blessed when we teamed that we had been awarded the funds to 
help cover the training cost The application process was done m a very timely manner 
with dear communication of expectations and a site visit was soon made. After a full 
year of being a medical pregnancy center our number of now cfcenta went from 450 to 
650 and we continue to see this number increase, 

it is a pteasuro to recommend Ufa Resources of Georgia as tho State Contract Agency 
for the oversight of funds provided by the General Assembly of Georgia, 

Because Every Ufe Counts, 

Tilda Parker 
Executive Director 


uvivvv.ATr.i?nr?Prr^nancyC< t nrp-.org 



P SaiND Choices 

' pRCUNANCY CLINIC 


June 1.201? 

To Wbum li May Concern: 


U u l priv:.?ge iu recommend Life kraaixecsof Grurgia'* service*. LXO has 
beet. lt. uigwdziliori ’-vc hu%c Irani rd iu uua and rely on Thry hnvr lidprd ib in 
tebiug oui standad of cac :ot our patients. They ha-*'? osebttc Li tialning staff, 
vroiunte&rs aac L>ca/c members, They tav> conducted cr. site raxv4Stcons. made 
oLggCstiuiB fur t?rtirr Jow urx! overt! 1 rare of putiems, and proaxl? healthy 
cocimun iru.ua Soux Chdrr* hu been dwr recipient ua their pruTuaslofctdbra ur.d 
dedication. Wc bav* also ixciv xl flnoncid assbcacc: dirotgli thdr gtam 
peoginu. 

Souai Choice* will cctidnur U look to Life Rr ouureei of Georgia fur the rest*.ices 
the> provide and our the <hs> can; amiL our service* aid those ».ve sure- If 
wc eon further ;r. recuonicmlmg LRO, p.cuac do nut bestuie tu caL w* 


Sincerely. 




f tflnrd HenqcteL fUf&crhm D rector 
taru^^-HjaaJehu bespe. cc m 
Sound Choke* Pfc-gntxcv Clink 
♦aoiirj: choices...sole ihrairs* 

1 * 10 *Vyixiou Court 
CuitJt.Ua, Georgia bllMd 
wwv. sound rhukejpr.org 
700-575-5-2300 


£<vtdC w>*cas ^(wc» Crrtc * »2t> KV**0' Ca^i-* Cs^rtfeu^ Co***fc 3C«H * W5.32UC*• 
& £ftier-. 5 «.ttinJC , occv 9 C.i>'ai • P-a l ^frfswmJChrius^uti; 

Sc&tsd Cbekxs. Solid fames' 



FINANCIAL STABILITY 
QUESTION#! 



10:1} AM 

06*05/17 
Acer j*J Batts 


Life Resources of Georgia Inc, 

Profit & Loss 

January through April 2017 



Jen -Apr 17 

Ordinary tncomt/Exptns* 


In core# 


Conference taut to LRO 

0.00 

1030 * Income 


1002- special aim 

mco 

1009 BOARD a STAFF OWtNO 

4.175XD 

1005 CHURCKES/REUSIDUS ORGANIZATION 

Z600.00 

1007 - PREGNANCY CENTERS 

artne** 

1W6 - FEES FOR PROGRAMS 

046.01 

1010 Conferee Fa** to LRO 

1.925. CD 

1010 * Retype! tccuunl 

-63.55 

1018 KVT Fee* 

S5.CD 

Total 1000 ■ Incomf 

13.171.89 

Total Income 

13.1/i.yy 

Gross Preftt 

13.171.68 

Expense 


Ratm&uraemant 

*41.78 

1130 • Personnel 


1101 • executive director 

10.58324 

1110 RCA <7.65%) Employer 

809.83 

Total 1100 - Personnel 

v.ms? 

1230 ‘Street Coat* 


1201 < CORPORATION PEES 

30.C0 

1210 * printing 

22.25 

1215 * POSTAGE 

73.18 

1220 • OFFICE SUPPLIES 

343X1 

1225• TRAVEL 

1.083.87 

1250 • DIRECTORS CONFERENCE 

2M7M 

1232 - RVT Me** 

191-27 

1240 * WESSIT1 DEVELOPMENT 

162.74 

1250 • CELLPHONE 

31622 

Total 1200 ♦ Direct Costs 

4,341.56 

1330 * Indirect Costs 


1320 -RENT 

581.40 

1326 BOOKKEEPING SERVICE* 

623X0 

Total 1300 * tndtrect Cotta 

.401 fin 

1430 * Asset Purchase* 


1401 ■ Office Equipment 

64.93 

Total 1400 • Aaeet *urchaeee 

3438 

1730 * Rrat Responder* 

*10434 

1630 * BRANDING 

590.00 

66300 • Payroll Expense* 

000 

Total Expanse 

17,664.41 

Net Orttrwy Income 

•4,49252 

Net Income 

-4.40Z52 


Pag# 1 




10:14 AM 


MJCO/ir 
Accrual Bans 


Life Resources of Georgia Inc. 
Balance Sheet 

As of April 30.2017 


Apr 30.17 


ASSETS 

Current Assets 

Chock tngisavtnfls 

10001 • Brand Bank - Operating 
Total Checktrtr^Savtngs 


66.2363* 


66.23634 


Total current Aseetc 66.236.34 


TOTAL ASSETS 66.23634 


LIABILITIES* EQUITY 

Liabiiraeo 

Current Uabilidas 

Other Current Liaumttaa 

24000 * Pap’olt Liabilities 


24100 Form 941 Lability Z 105.35 

24200 • Georgia Ltebatty _ 235.53 

Total 24090 ■ Payroll Liabilities 2.393.92 

Total other currant Ltamitues 2.396.82 

Total Currant Liabilities 2.399.62 

Total Uetmoes 239532 


equity 

32000 Retained Earnings 
Nat income 

Total Equity 


68.333X4 

-4.492.52 


53.34032 


66,23634 


TOTAL LIABILITIES & EQUITY 




June 2 ,2017 

To whom It may concern. 


Life Resources of Georgia, Inc. has been a customer of 8rand3ank since 2007. During that time, they 
hove always maintained a sufficient balance and appear to be financially stable. 



Branch Manager 
Sugar*oaf Branch 

7,0. Sox H10 i Lomencevtite, GA 30040 
6224 Segurtoaf fwtrway Dututn, GA 30G97 
0: 770.022.6600 
C: 67$.920.4$$7 
P: 678.518,6340 


« 

CD 

> 

Z 

a 

CD 

> 

z 

* 

*% 

3 


* 

£ 



ORGANIZATIONAL 

COMPOSITION 

QUESTION #1 



FEDERAL APPROVAL OF 
NON-PROFIT STATUS 
(501 c3) 



INTERNAL REVENUE SERVICE 
P. O. BOX 2508 
CINCINNATI, OH 45201 


DEPARTMENT OP THE TREASURY 


Date: NOV 1 5 2007 


LIFE RESOURCES OP GEORGIA INC 
501 CROWN POINTS WAY STE 290 
LAWRENCEVILLE, GA 30045 


Employer Identification Number: 

26-0541427 

DLN: 

17053302011007 
Contact Person: 

RHNKB RAILEY NORTON ID# 31172 

Contact Telephone Number: 

(877) 829-5S0O 
Accounting Period Ending: 

December 31 
Public Charity Status: 

170(b) (1) (A) (vi) 

Form 990 Required: 

Yes 

Effective Date of Exemption: 

June 29, 2007 

Contribution Deductibility; 

Yes 

Advance Ruling Ending Date: 

December 31, 2011 
Addendum Applies; 

NO 


Dear Applicant; 

We are pleased to inform you that upon review of your application for tax 
exempt status we have determined t ha t you are except from Federal lnrvtnA _ 
under section 501(c) (3, of the Internal . Snt^utio^^vo™ 

deductible under section 170 of the Code, you a^iso^Im^ receive 
tax deductible bequests, devises, transfers or gifts under section 205s aios 
or 2522 of the code. Because this letter could help resolvl ^y ^ti^s 
regarding your exempt status, you should keep it in your permanent records. 

Organizations exempt under section 501(c) (3) of the Code are further claaflifi^ 
as either public charities or private foundations. During you^ advLce^^ 
period, you will be treated as a public charity. Your advance ruling period 

ending date shown in the heading of the letter. 

Shortly before the end of your advance ruling period, we will send you Form 
8734, Support Schedule for Advance Ruling Period. You will have SO^dayo after 
the end °f Y<>ur advance ruling period to return the completed form. We will 
then notify you, in writing, about your public charity status. 

Please see enclosed Publication 4221-PC, Compliance Guide for 501(c) (3) Public 
Charities, for soma helpful information about your responsibilities as an 
exempt organization. 


Letter 1045 (DO/CG) 
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LIFE RESOURCES OP GEORGIA INC 


Sincerely, 



Robert Choi 

Director, Exempt organizations 
Rulings and Agreements 


Enclosures: Publication 4221-PC 
Statute Extension 


Xiettcr 1045 CDO/CG} 



LRG’S BYLAWS 

EXCERPT REGARDING 
GOVERNING BOARD’S 
AUTHORITY 



V. PURPOSE 

The purpose of Life Resources of Georgia, Inc. is to promote standards of 

excellence among pregnancy centers and related ministries within the state of 

Georgia. 

VI. BOARD OF DIRECTORS 

A- The Board shall have the full power and authority of this organization 

B. The Board shall have up to 12 and no fewer than 2 members. 

C. Each member of the Board of Directors shall be at least 25 years of age and 
shall be a professing Christian of sound character who affirms his or her full 
agreement with the corporation’s statement of faith. 

D. The Board receives no compensation other than reasonable expenses 
resulting from the execution of their duties as a member of the Board. 

E. The Board shall meet at least quarterly, at an agreed upon time and place 

F. Terms of office for each Board member shall be three years to begin on the 
day of election and shall expire the day of election at the end of their three- 
year term. Terms shall be staggered so that one Board members’ term 
shan expire each year. Therefore, the first election of board members will 
incorporate a one, two, and three-year term. 

G. Special elections may be held in the event a member of the Board is unable 
to fulfill their term of office. 

H. A majority of the Board must be present at regularly scheduled meetings and 
specially-called meetings in order to conduct business. A specialty-called 
meeting will require either personal or written notice 10 days prior to the 
meeting. 

1 Any member of the Board of Directors who has a potential conflict of interest 
with respect to any proposed transaction involving the corporation shall 
promptly disclose to the remaining members of tee Board all material facts 
relating to the potential conflict of interest The Board of Directors will not be 
precluded from approving any transaction in which a member of the Board 
may have a conflict of interest If the following conditions are met (1) the 
Board member in question refrains from participating in any deliberations or 
decisions relating to the transaction, and (2) a majority of the remaining 
members of the Board determines after due investigation that entering into 
the transaction will be in the best interest of the Corporation. 


VII, BOARD OFFICERS AND DUTIES 

The officers of the Board shall be Chairman, Vice Chairman, Secretary, and 
Treasurer. Officers shall be elected annually by simple majority vote of a 
quorum of Board members. The term of office will be one year with the 
opportunity for additional terms. Any officer or Board member may be 
removed from office by majority vote of the Board whenever, in its judgment 
it rs m the best interest of the Corporation to do so. Vacancy of any office 



may be filled by a majority vote of a quorum of Board members. Duties of 
each officer is as follows. 

A. Chairman: The chairman shall convene regularly scheduled Board meetings 
and shall preside or arrange for other board members to preside at each 
meeting in the following order Vice Chairman, Secretary, and Treasurer. 

The Chairman shall also perform such other duties as from time to time may 
be assigned by the Board of Directors. 

B. Vice-Chairman: In the absence of the chairman or in the event of death or 
inability or refusal to serve, the vice chairman shall perform all the duties of 
the chairman and, when so doing, shall have all the powers of, and be 
subject to all the restrictions of the chairman. The Vice-Chairman shall also 
perform such other duties as from time to time may be assigned by the Board 
of Directors. 

C. Secretary: The Secretary shall keep the minutes of all meetings of the 
Board of Directors and shall attend to the giving and serving of ail notices for 
tiie Corporation. This person shall maintain all corporate records as the 
Board of Directors may direct and shall perform all other duties ordinarily 
incident to the office of Secretary. The Secretary shall also perform such 
other duties as from time to time may be assigned by the Board of Directors. 

D. Treasurer The Treasurer shall oversee the administration of all the funds 
and securities of the Corporation. When necessary or proper, unless 
otherwise ordered by the Board of Directors, this person shall endorse on 
behalf of the Corporation checks, notes and other obligations, and shall 
deposit same to the credit of the Corporation in such depositories as tire 
Board of Directors may designate, and shall sign all receipts and vouchers 
for payments made to the Corporation. This person shall sign all checks 
made by the Corporation, except when the Board of Directors shall otherwise 
direct The Treasurer shall supervise the regular entering, in books of the 
Corporation, a full and accurate accounting of all moneys received and p aid 
on account of the Corporation. Whenever required by the Board of Directors, 
this person shall render a statement of the financial condition of the 
Corporation. This person shall at all reasonable times exhibit their books and 
accounts to any Director of the corporation, upon application at the office of 
the Corporation during business hours. The Treasurer shall also perform 
such other duties as from time to time may be assigned by the Board of 
Directors. 

VIII. COMMITTEES 

The Board of Directors may create committees as needed. The Board Chairman 
appoints ail committee chairs. 

IX. FISCAL YEAR 

The fiscal year of the Corporation shall be the calendar year unless some other 
fiscal year is specified by resolution of the Board of Directors. 



STAFFING 
QUESTION #1 
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Life Resources of Georgia Personnel Structure 
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Christina Middleton, M.Div., BA. 

Executive Director of Life Resources of Georgia 


Biographical Information: 

• Over 8 years of non-profit management and executive leadership experience 

• Specialize in training, coaching, and consulting to strengthen ami advance pregnancy care facilities 

• Over 15 years of project coordination experience 

• Able to cast vision, set goals, and motivate (Hirers to action 


Professional Experience: 

• Earned a national healthcare accreditation through AAAKC (Accreditation Association for Ambulatory Healthcare) while 
serving as Executive Director of a Pregnancy Medical dime 

• lead 9 team of 20*- paid staff and 20 volunteers in a pregnancy medical c&nic settmg 

• lead multi-sired pregnancy care and medical organizations with a broad range of needs 

• Oversee state* vwde network of pregnancy care centers m Georgia 

• Foster relationships with all Executive Directors, Boards, and Staff Members of Georgia pregnancy care centers through 
training, touching, consulting, standard evaluation, and strategic planning 

• Work with a state-wide board to implement standards of car© n pregnancy car© centers across Georgia 
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IMPLEMENTATION 
QUESTION#! AND #2 



Positive Alternatives Implementation Plan 


Stage One: estimated three weeks 

Determine all necessary deadlines for implementation plan based upon final contract award 
date. 

- Secure employment of identified Grant Administrator and Administrative staff. 

Review insurance requirements and amend current insurance policies as needed. 

* Determine all requirements of DPH under the Contract and identify all compliance needs 

- Contract for Positive Alternatives program website and associated online application tool and 
data collection 

Design and Build all additional necessary policies and procedures for Grant Application Process, 

reporting processes, internal compliance, communications with DPH 

Establish separate ftnancial/banking accounts necessary for provision of Positive Alternatives 

Grant 

Consult with accounting expert on standard practices for managing separate accounts and audit 
Communicate initial announcement of upcoming grant opportunity via all available networks 

Stage Two; estimated one week 

Identify Grant Review Committee and draft all application review standards 

Plan and implement marketing of grant opportunity across general audience with additional 

marketing directly to all known eligible non-profits 

- Draft all communications for grant opportunity 

Post links to online grant tool and offer printable version of grant application via website and 
communications attachments 

Stag? Three: estimated two weeks 

Host informational meeting and webinar for interested applicants 

Provide Grant Review Committee orientation and standards 

Open application process in accordance with REP and DPH required deadlines 

Stage Four; time TBD 

Begin agency review of applications 

- Begin referral of qualified application submissions to Grant Review Committee 

- Close application process and complete all review and referral 

Stage Five: time TBD 

Receive Grant Review Committee recommendations and provide proposed award 
recommendations to DPH 

Upon DPH final approval, notify award recipients via online tool and certified mail 

- Insure proper denial notices are sent via online tool and certified mail 



Stage Six: time TBO 

- Review awardee contracts to Insure complete file compilation 

- Communicate dear reporting requirements and invoice process to awardees 

- Begin intake on reporting and invoices 

* Hold webinar for any and ail process questions 

Stage Seven: timeTBD 

* Begin process of program review and reporting 

- Analyze program results on quarterly and annual basis 

- Hold mid-year meeting to ensure compliance and troubleshoot programmatic issues 
Establish practice random site visits to oversee general quality of program implementation 



REPORTING 
QUESTION #3 



Due Diligence Review Form 

Due diligence refers to the process through which LRG researches an organization's financial 
and organizational health and capacity. The due diligence process is not an audit or a guarantee 
of an organization's financial health or capacity. It is a review of information provided by a grant 
applicant and other sources to make an informed funding decision. 

1. How tong has your organization been doing business? 

2. How many employees does your organization have, both part time and full time? 

3. What was your organizations total revenue in the most recent 12 month accounting period? 

4. How many different funding sources does the total revenue listed in question #3 come 
from? 

5. Does your organization have a current 501(c) 3 status from the Internal Revenue Service? 

YesONoQ 

6. Has your organization done business under any other name or names within the last five 
years? Yes □ No □ 

a. If you answered yes to questions #6, list the names previously used 

7. Is your organization affiliated with or managed by any other organizations, such as a 
regional or national office? Yes I I No I I 

8. Does your organization receive management or financial assistance from other 
organizations? Yes I I No | | 

a. If yes, provide details. 

9. Does your organization have written policies and procedures for accounting processes? Yes 

□ NoQ 

If yes, please attach a copy of the table of contents of the written policies and procedures. 

10. Does your organization have written policies and procedures for purchasing processes? Yes 

□ noD 

If yes, please attach a copy of the table of contents of the written policies and procedures. 

11. Does your organization have written policies and procedures for payroll process? Yes Q No 

□ 

If yes, please attach a copy of the table of contents of the written policies and procedures. 



12. Which of the following best describes your organization's accounting system? 

Manual Q Automated CD Both CD 

13. Does the accounting system identify the deposits and expenditures of program funds for 
each and every grant separately? Yes Q No CD Not Sure CD 

14. If your organization has multiple programs within a grant, does the accounting system 
record the expenditures for each and every program separately by budget line items? Yes 
CD No CD Not sure CD Not Applicable Q 

15. Does the accounting system have a way to identify over-spending of grant funds? Yes CD No 
n Not sure CD 

16. If grant funds are mixed with other funds, can the grant expenses be easily identified? Yes 

CD No CD Not sure CD 

17. Has an independent certified public accountant ever examine the organization's financial 
statements? Yes Q No CD Not sure Q 

18. Has any debt been incurred in the last six months? Yes I j No ( | 

a. If yes, what was the reason for the new debt? 

b. What is the funding source for paying back the new debt? 

19. What is the current amount of unrestricted funds compared to total revenues? 

20. Are there any current or pending lawsuits against the organization? Yes 1 I No j I 

21. If yes, could there be an impact on the organization's financial position? Yes CD No or Not 
Applicable Q 

22. Has the organization lost any funding due to accountability issues, misuse, or fraud? Yes f~] 

No CD 

If yes, please describe the situation, including when it occurred and whether issues have 
been corrected. 



GOAL 1: 


Logic Model and Evaluation 









b. Screening 


c. Training:_ 

4. Funding:_ 

5. Insurance: Attach certificate for General Liability and Ultrasound 

Coverage 

6. Data Management Program:_ 

7. Referrals Screened: YES or NO 

8. Confidentiality: Attached. 

9. Basic Services Provided: 

_Options Info 


Abortion Facts 
Parenting through Adoption 
Single Parenting 



b. Screening:_ 

c Training:_ 

4. Funding:_ 

5. Insurance: Attach certificate for General Liability and Ultrasound 

Coverage 

6. Data Management Program:_ 

7. Referrals Screened: YES or NO 

8. Confidentiality: Attached. 

9. Basic Services Provided: 

_Options Info 


Abortion Facts 
Parenting through Adoption 
Single Parenting 



.24/7 Hotline 

_Pregnancy Tests 

_Pre-Natal and Post-Natal Education 

_Material Aid 

_Mentoring Program 

_Post Abortion support 

_Abstinence education 

_STD/STI Information 

_Other:_ 


10. Hours open: 

Monday:_Hours: 

Tuesday:_Hours: 

Wed.: Hours: 

Thurs.: _Hours: 

Friday: _Hours: 

Sat.: Hours: 



11. A. Total number of clients served last year: 



Date 






LIFE RESOURCES OF GEORGIA 
PRELIMINARY GRANT APPLICATION 
PART B - ULTRASOUND PROGRAM 


1. What is the purpose of adding ultrasound to the services offered by your 
clinic? 


2. What are the expected benefits of providing the ultrasound services? 



3. Please provide details regarding the center's ultrasound program, 
including but not limited to the following: (Attach separate sheet) 


A. Medical supervision 

B. Nurse Manager (Paid staff or volunteer) 

C. Number of nurses to be trained 

D. Medical Personnel performing ultrasound 

E. Hours ultrasound available per week 

F. Client qualifications for ultrasound 

G. Procedure to transition client from consultation room to 
ultrasound room 

H. Follow-up procedure 


4. Does your center have an ultrasound machine? 

If not, when do you expect to receive it? 


5. If your organization were to receive this grant, would you provide, on an 
annual basis. Life Resources of Georgia the same statistics that you provide 
focus on the family? 



6. Why is your organization best-suited to receive this grant? (Attach 
separate sheet if needed.) 


Name 


Title 


Date 



LIFE RESOURCES OF GEORGIA GRANT 
SITE VISIT 

CENTER NAME: 

DATE: 


1. Description of location: 


2. Description of facility: 


3. Condition of facility: 


4. Facility's ability to accommodate services offered: 


5. Description of center's decor 



6. Walk through client flow in center: 


Completed by 


Date 



CENTER NAME: 
LOCATION: 











STATEWIDE CENTER STATISTICS 


























































































Supplier General Information Worksheet 


Supplier General Information 


THIS FOR Af SHOULD ONLY BE USED FOR SUPPUERS RESPONDiNG TO SOLICITATIONS POSTED DIRECTLY TO 
THE GEORGIA PROCUREMENT REGISTRY IT SHOULD NOT BE USED WITH ELECTRONIC BIDS SOURCED 
THROUGH TEAM GEORGIA MARKETPLACE cm OR ESOURCE. 


This spreadsheet requests bas>c information concerning me Supplier and nay establish other requirements the Supp«cr must! 
meet to be considered eligibe for av*ard Read each question caret-*y and provide as requested answers 



Description 

1 



Description 

Response 



Access 1 

P0 

Address 2 


5*7“ 

Macon 



?!p^o3e"™ 

373S -1 

Authorized Person s Mame 



-1 

cMait Address 


2 

Reciprocal Preference Law O.C.G.A. $50-$-60{b) 
in which state Is your company domiciled? 

Supplier's 
Domicile (Slate) | 


Hor the purposes o 1 evaluator? only tiuppMrs rcsosrr in tne Sire of Georgia **11 c« granted the 
same preference ewer Supcters resident m another state in the same manner, on the same bass. and 
to the vime extent that preference s granted n awardny t*a% for the wnr goods or services by such 
other siate to Suppfeers f csdent therein crve< Suppliers resoent in the State of Cecfga NOTE ter 
the purposes of this law the delnibcn of a resided Streeter is a Supplier who 6 demoted n the Slate 
of Georg a 

■ 

3 

Small Business: Can your company be classified ai a Small Butinsss? 

Response 



Yes * wtn less than 
3C0 employees 

4 

Georgia Resident Business Can your company be classified as a Georgia Resident 
Business? 

Response 


Georgia Resident Business means any eusness thst regutary ma»ntans a pace from wmen 
busness A physcally conducted n Georgia lor fe£ lees! cne year per to any bid or proposal to the 
state or a nr* bustness that »s domiciled n Geccgo ana which rvguarty mentals • pace from wh&ch 
pjsness s pnyscatly conducted n Georgia prided ho*rver that a pace from *hfch business »s 
corvOUcted shefi nd ndude t peal office bo* a leased private maifecx site trailer or temporary 
structure 

Yes 
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Supplier General Information Worksheet 


5 

Georgia Resident Smalt Business Can your company be cta&stlied as a Georgia 
Resident Small Business? 

Response 


Georgia Resident Small Business means any txisness thw satisfies both requirements 

1 ) Georgia Resident Business * reguUiffymaintains a place from *h»ch business is phyvearty 
conducted in Georgia for at least one year cr iot to any tx2 or propose to tne state or a nee Cusness 
the! is domiciled n Georgia and wh#ch regularly maintains a place from which business s prtyveaty 
conducted in Gecrga crcMded. however that a place from whicr tusmess s conducted shai not 
include a post office PC* a teased private mailbox site trader car temporary structure 

C Small Business • denned as • business which is independently owned and operated in a dean on. 
such b^smess must nave either fewer than 100 employees or less than $30 mil) on «n gross recocts 
per year 

Yes 

7 

Minority Business: Can your company be classified as a Minority Owned Business? Indicate below the 
percentage of company ownershipfcontfol attributable to each of the minority groups listed 


A Minority Business enterprise means a small business concern which is at teas! 51% owned anocontroled by one or 
more mmofiles and is authorized to do and Is dang txismess under the taw* of the Stale of Georgia paying *8 taxes duy 
accessed and demoted witnm this state rOflloal Code of Georgia Annotated §50-5*131i 


Minority Group 

Par cane age of Ownership 



Air can Amencan 

6% 



Hispanic / Latino 

1 , 



Matrve American 




Avan Anencan 

""""TPS 



PaoS^sShSe^^ 

■ 


7 

is your company a scrutinized company? Please answer either a. b. or c as described 

Response 


Any Supplier that currently ard^a prevtouvy within the tad tKie? ye.it% *i»s had buvrms* activate* or 
other operations outside of me Unted States must certtytnat A is net a scrutinized corcary A 
scrutinized company <s a company conducing business operations m Sudan that t$ involved m 
power production activities mcieraf extraction addles oil related acfcvties. or the product on of 
miliary equipment Cut etcUdes » company which can demonurate any of the foiowirq exceptions 
noted in O C G A Sector 5C-5-e4 False certification hereunder may «esuS n cr^ penalties contract 
temhahor . metigbitay to »d or state conlrwctcis fa three a more years arui'a any ether ava able 
remedy If Ihe Supplier n a scrutinixed company the Suppler shail not be eigfcle to t»d or a 
sutmt a proposal for a contract mth the Slate Entity unless OOAS makes a dcterm,nafccr. n 
accordance with 0 C G A Sector 50-5-84 that i is n the best nteresis of the Stale to perm* me 
scrutinized company to submit a bid a proposal Any scrutinized company desmg OOAS to make 
such a determ-nabon sneuio contact both OCAS and the rssung Oftcer rrvnedi»:e<y 

B 


Reese answer either a b a c m the response columr of this worksheet to ndcate you answer 
a 1 certfy my company is MOT a scrutinized company * 
b I cert fy my company is a * scrutnixed company * 

c 1 certify 1 have requested and r ece>-vec wrften permission from OOAS to submit a response to this 
Event n accadance w£hOCGA Section 50-5-84 


8 

Have you submitted a completed Tax Compliance form? 

Response 


To be eiigtle for contract award the suppler must not owe taxes to the State of Georgia Also w 
accordance with Ortoal Code of George Annotated §50-5-82 the State Entry rs cronbiced from 
awarding any contract valued at more than $100 000 00 to a nongovernment** vendor if that vendor a 
an a'Tiiate of the vendor s a ‘dealer* faling a revising to ectlect sales a use taxes on its sales 
delivercc to Georgia Each Suppler must sutmt a completed Tax Compaance Form iSRD-SRCAb; 
whch has been provided as a dcwrroodable document by accessing the knk beat In the evert the 
Supplier is Peng considered fa contract award land the contract is valued af more than St GO.000 00) 
the irtonrotior pr<Mded n the rax Compliance f am w« ce submitted by me State Entty tome 
Georgia Department of Revenue rDGR l fa a determmalien as to whether the Supplier »s a 
‘rrohbitcd source' or has other tax deficiencies The 9tatc Ently reserves ?t>r right to sutrrl Ihe 
Supplier s completed form to DOR fa review even t the contra a a v&ued M less than S*CO.OCO 00 
Oowntoad the T«s Contm*K* form using the ink bc'ow and upo«4 the completed form as pad of 
your tesponse 

Yes 


Ms«//doB6.a»j»-.;^?»^^cna$if«a ( , >avwn*rtaa»3i-flf*orocuram«nt / tU*a V*ol»ctat»aw ion 
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Supplier General Information Worksheet 
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strawy cnwwr«a<**to c*wc* as tax status nw and restive any ouistentin$ tax tabetics octorto 
iutmRlng \h& texpense De pa rtme nt of Revenue fta* atentated me toflcwttg sourec to aSo» Offerors 
to cftcck current tax status 
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Georgia 
TAX COMPLIANCE 

INSTRUCTIONS TO SUPPLIERS 
Please complete the following information: 

• Supplier’s Name: Life Resources of Georgia, Inc. 

• Physical Location Address: 6405 Sugarloaf Parkway, Duluth GA 30097 

• Federal Identification Number (PEI): 26-0541427 

• Have you ever been registered in the State of Georgia? Yes 

• If s o, please provide the following inform ah on, if appli cable: 

o State Taxpayer Identification Number (STI): N/A 
o Sales and Use Tax Number: N/A 
o Withholding Tax Number 2375728-BI 

• What type of service will you perform? Grant Administration 

• Will you sell any tangible personal property or goods? No 

• Supplier’s Affiliate's Name: N/A 

o FEI N/A 
o STI N/A 

o Sales and Use Tax Number: N/A 
o Withholding Tax Number N/A 

If there is more than one affiliate, please attach a separate sheet listing the information above. 

• Person responsible for handling supplier's tax issues (such as the CFO, the company tax 
officer, etc): 

o Name: Cory Robinson 
o Telephone Number: 770-757*4870 
o E-mail Address: corv@xoryrobmsoncpa.com 

NOTICE TO SUPPLIER : 

In hie event the supplier is considered for contract award, hie information provided in the form will be 
submitted by the State Entity to the Georgi a Departm ent of Revenue (“DOR") for a determinah on as to 
whether the supplier is a “prohibited source” (as defined by O.C.G. A. §50-5-82) or whether there are 
any other outstanding tax issues. MISSING, INCOMPLETE, OR ERRONEOUS DATA MAY 
DELAY OR PROHIBIT VERIFICATION OF YOUR ELIGIBILITY FOR CONTRACT AWARD. 
NO PROHIBITED SOURCE MAY RECEIVE CONTRACT AWARD; THEREFORE, YOU ARE 
STRONGLY ENCOURAGED TO CHECK YOUR TAX STATUS NOWAND RESOLVE ANY 
OUTSTANDING TAX LIABILITIES AND/OR MISSING TAX RETURNS. 

STATE ENTITY: Please submit this form via email to DOR at tsd-state-contractors@dor.gagov for 
processing in accordance with the Georgia Procurement Manual 


Revised: 12222010 
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ATTACHMENT 7 

CONTRACT SCOPE, RESPONSIBILITIES, DELIVERABLES, PAYMENT SCHEDULE 

1. SCOPE OF WORK 

The Positive Alternatives for Pregnancy and Parenting Program is established to develop a state¬ 
wide effort that promotes healthy pregnancies and childbirth by awarding funding to nonprofit 
organizations to provide pregnancy support services to women at no cost. The Contractor shall 
serve as the Contract Management Agency (“Agency”) which is responsible for administering the 
Program. The Agency will select Direct Client Service Providers (“Providers”) and subcontract 
with the Providers to provide pregnancy support services, monitor compliance of the Providers, 
and provide programmatic and financial reports to the Georgia Department of Public Health 
(“DPH”). 

2. DEFINITIONS 

Agency means the entity selected by DPH to serve as contract management agency in accordance 
with O.C.G.A. § 31-2A-33, and its successors. 

Attending Physician means the physician who has primary responsibility at the time of reference 
for the treatment and care of the client. 

Eligible Client means a woman who is a resident of Georgia, who is or believes she may be 
pregnant. 

Pregnancy Support Services means the following: 

(a) Medical care and information, including but not limited to pregnancy tests, sexually 
transmitted infection tests, other health screening, ultrasound service, prenatal care, 
and birth classes and planning; 

(b) Nutritional services and education; 

(c) Housing, education, and employment assistance during pregnancy and up to one year 
following a birth; 

(d) Adoption education, planning, and services; 

(e) Child care assistance if necessary for the client to receive pregnancy support services; 

(f) Parenting education and support services for up to one year following a birth; 

(g) Material items which are supportive of pregnancy and childbirth including, but not 
limited to, cribs, car seats, clothing, formula, or other safety devices; and 

(h) Information regarding health care benefits, including but not limited to, available 
Medicaid coverage for the client for pregnancy care that provides health coverage for 
the client's child upon his or her birth. 
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Program means the Positive Alternatives for Pregnancy and Parenting Program established 

pursuant to O.C.G.A. § 31-2A-31 et seq. 

3. SPECIFIC CONTRACTOR RESPONSIBILITIES 

Agency shall complete the following actions, tasks, obligations and responsibilities: 

A. Develop and implement an advertising method to notify providers of the availability of funding. 

B. Develop and implement a selection process for providers based on the following DPH 
guidelines. 

i. On a yearly basis, using the guidelines below, Agency shall select Direct Client Service 
Providers to provide Pregnancy Support Services to Eligible Clients at no cost; 

ii. Application process. Agency shall create and implement a process to select Providers 
that apply for and compete to participate in the Program. Providers shall submit 
applications in a competitive application process. As part of the process, Agency shall 
require Providers to complete the application form, attached as Exhibit “A” 
Application to Participate in Pregnancy Support Services Program” and provide 
the required documentation. 

iii. Successful applications by Providers must demonstrate, at minimum, the following 
Provider qualifications: 

(1) Be a nonprofit organization incorporated in this state with a tax-exempt status 
pursuant to Section 501(c)(3) of the Internal Revenue Code of 1986; 

(2) Have a primary mission of promoting healthy pregnancy and childbirth; 

(3) Have a system of financial accountability consistent with generally accepted 
accounting principles, including an annual budget; 

(4) Have a board that hires and supervises a director who manages the 
organization’s operations; 

(5) Have provided pregnancy support services for a minimum of one year; 

(6) Currently offer pregnancy tests and counseling for women who are or may be 
experiencing unplanned pregnancies; 

(7) Will be able to offer, if selected, any of the eight pregnancy support services: 
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a. Medical care and information, including but not limited to pregnancy 
tests, sexually transmitted infection tests, other health screening, 
ultrasound service, prenatal care, and birth classes and planning; 

b. Nutritional services and education; 

c. Housing, education, and employment assistance during pregnancy and 
up to one year following a birth; 

d. Adoption education, planning, and services; 

e. Child care assistance if necessary for the client to receive pregnancy 
support services; 

f. Parenting education and support services for up to one year following a 
birth; 

g. Material items which are supportive of pregnancy and childbirth 
including, but not limited to, cribs, car seats, clothing, formula, or other 
safety devices; and 

h. Information regarding health care benefits, including but not limited to, 
available Medicaid coverage for the client for pregnancy care that 
provides health coverage for the client's child upon his or her birth. 

(8) Maintain confidentiality of all data, files, and records of Eligible Client related to 
the services provided and in compliance with state and federal laws. 

iv. Provider’s application must demonstrate that Provider has competent experience and 
the capacity to provide any of the eight Pregnancy Support Services, through its own 
personnel and facilities or through competent and experienced third-party vendors 
under contract to Provider. 

v. Provider applications must also require the following information: 

1) Annual revenue for the prior year; 

2) Number of women who were provided pregnancy related services served during 
the prior year; 

3) Number of each of the Pregnancy Support Services provided during the prior year; 

4) Additional pregnancy related services provided; 

5) Estimate of additional number of Eligible Clients that can be served with the 
funding; 
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6) Estimate of additional number of each of the Pregnancy Support Services that can 
be provided with the funding; 

7) The amount of funding estimated to be needed for each Pregnancy Support 
Service that the applicant proposes to offer, with an itemized estimate for each; 

8) Total amount of funding requested (up to 85% of the annual revenue for the prior 
year in accordance with O.C.G.A. § 31-2A-35(b)); 

9) Copies of printed materials offered during the prior year to encourage childbirth 
instead of voluntary termination of pregnancy and which assist pregnant women or 
women who believe they may be pregnant to choose childbirth whether they intend 
to parent or select adoption for the child; 

10) A plan for reaching Eligible Clients; 

11) A plan for advertising Pregnancy Support Services; and 

12) Current location and an explanation of how it is accessible to Eligible Clients, 
vi. Agency shall also consider the following qualifications in selecting Providers: 

1) Quality of services; 

2) Office location with dedicated space to provide confidential, direct in-person 
counseling; 

3) Ability to reach Eligible Clients in need of services; and 

4) Ability to serve Eligible Clients in geographic areas of the state not covered by 
other Providers. 

C. Evaluate Provider applications on a competitive basis and recommend Providers to DPH that 
demonstrate competent experience and capacity to provide any of the required Pregnancy 
Support Services and that satisfy all minimum requirements. Agency shall provide the results 
of its Provider evaluations to DPH in a report format. 

D. Communicate written acceptance or denial of applications, that have been approved by DPH, 
to Direct Client Service Providers; 


E. Enter into a subcontract with provider for the provision of services. Agency shall use the 
attached Exhibit “B” Agreement to Provide Pregnancy Support Services. 
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F. Require Providers to submit monthly reports to the Agency. Such reports will include the 
following: 

(i) the unduplicated number of Eligible Clients who visited Provider; 

(ii) the unduplicated number of Eligible Clients who received one or more Pregnancy 
Support Services; 

(iii) the unduplicated number of Eligible Clients who were determined to be pregnant; and 

(iv) the unduplicated number of Eligible Clients who: 

1. carried their pregnancy to term, and chose to keep the child; 

2. carried their pregnancy to term, and chose to give the child up for adoption; 

3. chose to abort the pregnancy; and 

4. the number of Eligible Clients seen for whom Provider was unable to verify the 

ultimate decision with regard to the pregnancy. 

G. Monitor the continuing compliance with the subcontract and ensure that Providers fulfill all 
subcontract requirements. 

H. Process, inspect, review, and approval subcontractors’ budgets, invoices for payment and 
documentation of expenditures. 

I. Maintain records for each applicant and award; and 

J. Coordinate activities and correspondence between the DPH and Direct Client Service 
Providers. 

K. Develop and implement an evaluation plan to monitor progress and outcomes for the 
proposed Pregnancy Support Services, as outlined in its application. 

L. Submit timely and complete quarterly and end of the year programmatic reports using the 
forms provided by DPH. 

M. Establish a procedure for reviewing and responding to any complaints against Direct Client 
Service Providers from Eligible Clients. 

N. Protect the confidentiality of Eligible Clients’ personal health information in accordance with 
HIPPA. 
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4. DPH RESPONSIBILITIES 


A. Publish the Direct Client Service Provider Criteria on its website. 

B. Review Agency’s recommendation for Providers to receive funding. 

C. Determine, with input from the Agency, the maximum amount to be awarded to each Direct 
Client Service Provider, and such amount shall not exceed 85 percent of the annual revenue 
for the prior year of any provider. 

D. Provide Agency written approval to communicate acceptance or denial of Providers to 
participate in the Program and provide the amount of funding to be provided during the next 
contract term. 

E. Conduct an annual audit of each Direct Client Service Provider by an independent certified 
public accountant within 120 days of the completion of its fiscal year verifying that it has 
complied with all requirements of this article and any other requirements of the DPH. 

5. DELIVERABLES 

Payment of invoices is contingent on the timely remittance of the deliverables and the submission 

of invoices. Failure to submit deliverables as required may delay or negate payment of invoice. 

A. Communicate acceptance or denials of the application to Providers within 7 days of DPH 
approval. 

B. Subcontract with participating providers within 15 days of approval. 

C. As needed, coordinate activities and correspondence between DPH and Direct Client Service 
Providers. 

D. Within two weeks of the end of the quarter, submit quarterly reports on the forms provided by 
DPH. 

E. Within 2 weeks of the end of the contract term, submit an Annual Report using the form 
provided by DPH, and submit Provider annual reports to DPH. 
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LINE ITEM BUDGET 


CONTRACTOR 

CONTRACT NUMBER 

Life Resources of Georgia, Inc. 

40500-040-17172496 

CONTRACTOR CONTACT NAME 

CONTRACTOR CONTACT PHONE NUMBER 

Christina Middleton 

678-622-5947 

Electronic Funds Transfer? O Yes (Authorization for EFT must be attached or on file) O No 


Remit Invoices to: 

Georgia Department of Public Health 
Attn: Diane Durrence 
Diane.Durrence@dph.ga.gov 


Type of Expenses 

Total Approved Budget 
Funds 

A. Personal Services (Salaries) 

$115,000.00 

B. Regular Operating 

$20,000.00 

C. Travel 

$12,000.00 

D. Equipment 

$3,000.00 

E. Facility Costs 

$30,000.00 

F. Per Diem / Fees 


G. Telecommunications 

$2,400.00 

H. Other - specify: Grant Meeting/Orientation/Training Expenses 

$7,000.00 

Administrative Fees 

$189,400.00 



A. Provider Costs--Reimbursement of allowable costs up to the approved budget amounts as 
invoiced by providers for Pregnancy Support Services to Eligible Clients, including 

Pregnancy Support Services that are provided through a third-party vendor 

$2,810,600.00 





TOTAL 

$ 3,000,000.00 
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EXHIBIT A 

APPLICATION TO PARTICIPATE IN PREGNANCY SUPPORT SERVICES PROGRAM 


Application Guidelines and Submission Procedure: 

The attached Application Form must be completed by each applicant. 


Program Period: 
Copies to submit: 

Page Maximums: 

Send Application to: 


12 months 

1 original application via US Mail plus 1 
electronic copy via email 

Please note space limitations in each section of 
the application 

Bv Mail: 

TBD (Contractor Agency Name) 

Attn: 

Address 
City, State, Zip 


Bv Email: Contractor Agency Lead 


Application Deadline: Application must be received by : TBD 


Requirements for the Application: 

• Only nonprofit organizations in Georgia with a tax-exempt status pursuant to Section 501 (c)(3) 
of the Internal Revenue Code of 1986 may apply for this funding. 

• Only organizations that have provided pregnancy support services for a minimum of one year 
may apply for this funding. 

• Applicants must have a primary mission of promoting healthy pregnancy and childbirth. 

Required Components: Please only use space allocated. See Application Form, which begins on 
page_of this document. 

Element 1- Capacity Summary (20 points): This section will focus on the organization’s mission and 
vision statement and demographic data and current numbers served for target population. 

Element 2- Potential Impact (15 points): This section will focus on the organization’s work to 
promote healthy pregnancies and parenting for vulnerable populations and strategies to address 
issues of cultural competency serving target population. 
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Element 3-Program Description (35 points): This section will focus on the steps and processes 
used to deliver pregnancy support services, experience with delivering these services, as well as 
identifying any barriers and the strategies used to overcome these obstacles. 

Element 4-Evaluation (10 points): This section will focus on the criteria your organization will use to 
evaluate the success of the program, using measurable goals and objectives, evaluation tools, etc. 

Element 5- Budget (10 points): This section will focus on the budget, indicating all income, 
expenditures and the source of income/funding. Please note any in-kind or matching funds that will 
support your efforts as part of your budget detail. 

Element 6 - Sustainability (10 points): This section will describe efforts to sustain improvements 
and continue to develop the program after the contract term ends. 

Review Process 


• Applications will be reviewed by_. The deadline for submission will be the last working 

day of the month preceding review. For example, applications received on or before 
September 30 lh will be reviewed in October. 

• All application questions must be completed to be considered for review. 

• Facilities will be notified by email of receipt of the application within ten days of submission. 

Award Notification 

Award decisions will be announced on or before_, 201_. Applicants selected for funding will 

be notified by phone and email. 

Applicants selected for funding will be responsible for submitting monthly program and financial 
updates. A reporting template will be provided. 

Instructions for submission of applications 

Please mail vour complete application to: 


TBD (Contractor Agency Name) 
Attn: 

Address 
City, State, Zip 

Bv Email: Contractor Agency Lead 
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Application Form 


Name of Organization: Enter name of organization here 

Address: Enter Complete Mailing Address (include city and zip code) here 

Contact Person Completing Application: 

Name, with Credentials: 

Title: 

Phone Number: 

Email Address: 

Element 1: Capacity Summary 

1.1. Describe your organization’s mission and vision. 


1.2 Describe your organization’s governing structure, including organizational chart, board of directors 
and biography of key leadership. 


1.3. How does this program fit within the mission/vision of the institution? 


1.4. Please provide data for services rendered during the prior year: 

# Clients who carried their pregnancy to term, and chose to keep the child 

# Clients who carried their pregnancy to term, and chose to give the child for adoption 

# Clients who chose to abort the pregnancy 

# Clients seen for whom Provider was unable to verify the ultimate decision with regard to the 
pregnancy 

Number of each of the eight Pregnancy Support Services provided: 
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1. Medical care and information: 

■ # Pregnancy tests 

■ # Sexually transmitted infection tests 

■ # Other health screenings 

■ # Ultrasound services 

■ # Prenatal care 

■ # Birthing classes 

2. # Nutritional services and education 

3. # Housing, education, and employment assistance during pregnancy and up to one 
year following a birth 

4. # Adoption education, planning, and services 

5. # Child care assistance if necessary for the client to receive pregnancy support 
services 

6. # Parenting education and support services for up to one year following a birth 

7. # Material items which are supportive of pregnancy and childbirth including, but not 
limited to, cribs, car seats, clothing, formula, or other safety devices 

8. Information regarding health care benefits: 

■ # Medicaid coverage 

■ # Additional pregnancy related services provided 

Element 2: Potential Impact 

2.1. What practices or procedures are in place to promote healthy pregnancies and parenting? 

Include information about staff training, etc. 

2.2. Describe a project or specific strategy, if applicable, that your organization has undertaken to 
increase healthy pregnancies. 

2.3. How many additional clients do you estimate that can be served with the funding? Please explain. 

Element 3-Program Description: 

3.1. Does your organization offer medical care and information, including but not limited to pregnancy 
tests, sexually transmitted infection tests, other health screening, ultrasound service, prenatal care, 
and birth classes and planning? 

3.2. Does your organization offer nutritional services and education? 

3.3. Does your organization offer housing, education, and employment assistance during pregnancy 
and up to one year following a birth? 
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3.4. Does your organization offer adoption education, planning, and services? 


3.5. Does your organization offer child care assistance if necessary for the client to receive pregnancy 
support services? 

3.6. Does your organization offer Parenting education and support services for up to one year 
following a birth? 

3.7. Does your organization offer material items which are supportive of pregnancy and childbirth 
including, but not limited to, cribs, car seats, clothing, formula, or other safety devices? 

3.8. Does your organization offer information regarding health care benefits, including but not limited 
to, available Medicaid coverage for the client for pregnancy care that provides health coverage for the 
client's child upon his or her birth? 

3.9. List community resources to which you refer clients for miscellaneous support services. 

3.10. List all organizational staff that will participate in this program (include titles and brief description 
of duties). 

Element 4-Evaluation: 

4.1. Please select the items for which you currently document: 

□Medical care services 

□Nutritional services and education 

□Housing, education, and employment assistance 

□Adoption education, planning, and services 

□Childcare assistance 

□Parenting education and support services 

□Material items distributed 

□Healthcare benefit services 

4.2. Please select the following items for which you routinely collect and analyze data: 

□Medical care services 

□Nutritional services and education 

□Housing, education, and employment assistance 

□Adoption education, planning, and services 

□Childcare assistance 

□Parenting education and support services 

□Material items distributed 

□Healthcare benefit services 

4.3. Who will be responsible for data collection for the program? 

4.4. What other methods of evaluation (if any) are currently in use? 


Page 133 of 150 



4.5 Does your organization have the ability to maintain confidentiality in compliance with state and 
federal law? 

Element 5- Budget: 

5.1 Describe your organization’s system of financial accountability. 


5.2. How do you plan to use the funding? Include any plans for in-kind or matching funds. 

Element 6 - Sustainability: 

6.1 Describe how your organization will sustain increased program services once program funding 
ends. 
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Exhibit B 

AGREEMENT TO PROVIDE PREGNANCY SUPPORT SERVICES 


—-_ (Agency), serving as contract management agency to the 

Georgia Department of Public Health (DPH) in accordance with O.C.G.A. § 31-2A-33, hereby 

contracts with __ (Provider) to provide pregnancy support 

services to eligible clients as follows: 

1. Parties; Third Party Beneficiary. The parties to this contract are Agency and Provider. 
DPH is an intended third-party beneficiary of this Agreement. 

2. Term. This contract shall begin on _ and shall end on 

-- unless terminated earlier. Agency’s obligation to make payment under 

Paragraph 6, and Provider’s obligations under Paragraphs 7 and 8, shall survive the expiration or 
termination of this contract. 

3. Definitions. 

Agency means the entity selected by DPH to serve as contract management agency in accordance 
with O.C.G.A. § 31-2A-33, and its successors. 

Attending Physician means the physician who has primary responsibility at the time of reference for 
the treatment and care of the client. 

Eligible Client means a woman who is a resident of Georgia, who is or believes she may be pregnant. 
Pregnancy Support Services means the following: 

(a) Medical care and information, including but not limited to pregnancy tests, sexually 
transmitted infection tests, other health screening, ultrasound service, prenatal care, 
and birth classes and planning: 

(b) Nutritional services and education; 

(c) Housing, education, and employment assistance during pregnancy and up to one year 
following a birth; 

(d) Adoption education, planning, and services; 

(e) Child care assistance if necessary for the client to receive pregnancy support services; 

(f) Parenting education and support services for up to one year following a birth; 

(g) Material items which are supportive of pregnancy and childbirth including, but not 
limited to, cribs, car seats, clothing, formula, or other safety devices; and 
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(h) Information regarding health care benefits, including but not limited to, available 
Medicaid coverage for the client for pregnancy care that provides health coverage for 
the client’s child upon his or her birth. 

Program means the Positive Alternatives for Pregnancy and Parenting 
Program established pursuant to O.C.G.A. § 31-2A-31 et seq. 

4. Client Screening. Provider shall implement procedures to screen and identify Eligible 
Clients. 

5. Services. Provider will offer any or all eight Pregnancy Support Services to Eligible Clients, 
and provide such services as needed and at no charge to Eligible Clients, either through its own 
personnel and facilities or through third-party vendors under contract to Provider. If Provider elects to 
provide Pregnancy Support Services through a third-party vendor, then Provider must have a written 
agreement for referral in place which provides, at a minimum, that the vendor shall comply with the 
Standards of Conduct set out in Paragraph 9 below, and that the vendor shall not charge Eligible 
Clients for Pregnancy Support Services. 

6. Billing and Payment. Provider shall invoice and bill according to Exhibit C Expenditure of 
Funds and Exhibit D Invoice for Pregnancy Support Services which it provides to Eligible Clients, 
including Pregnancy Support Services that are provided through a third-party vendor: 

7. Audits. Provider shall have and maintain a system of financial accountability consistent with 
generally accepted accounting principles, including an annual budget. Provider shall cooperate with 
any audit conducted by or on behalf of Agency or DPH deemed necessary to verify that Provider has 
complied with all the requirements of the Program, including but not limited to furnishing information 
and documents upon request by the auditors. 

8. Reports. Provider shall maintain accurate records and shall report data to the Agency 
monthly and in an Annual Report on the forms provided by DPH. At a minimum, the monthly report 
will include the following monthly and annual aggregate information: 

(a) the unduplicated number of Eligible Clients who visited Provider; 

(b) the unduplicated number of Eligible Clients who received one or more Pregnancy 
Support Services; 

(c) the unduplicated number of Eligible Clients who were determined to be pregnant; and 

(d) the unduplicated number of Eligible Clients who 

i. carried their pregnancy to term, and chose to keep the child; 

ii. carried their pregnancy to term, and chose to give the child up for adoption; 

iii. chose to abort the pregnancy; and 

iv. the number of Eligible Clients seen for whom Provider was unable to verify the 

ultimate decision with regard to the pregnancy. 
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9. Standards of Conduct. Provider shall abide by the following standards of conduct with 
regard to all Eligible Clients, and shall ensure that any third-party vendors it engages to 
provide Pregnancy Support Services does the same: 

(a) Provider shall protect the confidentiality of Eligible Clients’ personal health information 
in accordance with HIPAA and Attachment 9 Business Associate Agreement; 

(b) Provider shall provide Eligible Clients with their own personal health information upon 
request in accordance with HIPAA; 

(c) Provider shall not provide an Eligible Client with an abortion; directly refer an Eligible 
Client to an abortion provider for an abortion; or encourage or affirmatively counsel an 
Eligible Client to have an abortion, unless the client’s attending physician diagnoses a 
condition which makes such abortion necessary to prevent her death; 

(d) Provider shall not promote any religious or political cause to an Eligible Client through 
any means, including, but not limited to, counseling or written materials. This does not 
preclude the Provider from having religious or political discussions, and providing such 
written materials, in its activities that are not related to the Program. 

(e) Provider shall not represent, by suggestion, statement, or omission, that it provides 
abortion services; 

(f) Provider shall not employ any name, symbol, or slogan that represents, by suggestion, 
statement, or omission, that it is an abortion facility; 

(g) Provider shall not represent, by suggestion, statement, or omission, that it provides 
medical services, unless it employs a licensed physician or nurse on the premises to 
provide the medical services; 

(h) Provider shall provide each Eligible Client with accurate information on the 
developmental characteristics of babies and of unborn children, including offering the 
printed materials described in Code Section 31-9A-4 on fetal development and 
assistance available following a birth; 

(i) Provider shall provide information regarding the risks and consequences of pregnancy, 
childbirth, and abortion. Such information shall be accurate, scientifically based, and 
consistent with the standards of the American Medical Association and the American 
Congress of Obstetricians and Gynecologists; and 

(j) Provider shall not use the DPH name or logo in any manner, including advertisements, 
internet pages, or written materials, without the express prior written permission of the 
DPH Director of Communications. 

10. Termination. This contract may be terminated by the Agency at any time for breach or for 
convenience. 

11. Non-Discrimination. Provider shall not discriminate against any client on the basis of race, 
national origin, gender, age, religion, or any other ground prohibited by state or federal law. 
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12. Entire Agreement. This contract constitutes the entire agreement between the parties and 
supersedes any prior discussions or understandings. It may be amended only by a writing 
plainly titled “Amendment” and signed by both parties. Provider’s rights and duties under this 
contract cannot be assigned. 


This_day of_, 20_. 

AGENCY PROVIDER 


Name: 

Title: 


Name: 

Title: 
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PYHIRIT P 

EXPENDITURE OF FUNDS 


Proposed Budget 

Prior to each contract term, each direct client services provider must submit for approval a proposed 
budget and budget narrative. This provides and estimation of the organization’s cost for providing 
Pregnancy Support Services. The proposed budget shall include the cost of Pregnancy Support 
Services to be provided, the personnel time spent to provide those services, and other allowable 
expenditures listed below. 

Providers will be compensated at the rate of $60.00 per hour for the personnel time spent to provide 
Pregnancy Support Services to clients 

Pregnancy tests will be reimbursed at the rate of $1.50 per pregnancy test provided to clients. 

Providers will be reimbursed for other allowable expenses that are reasonable, necessary and directly 
related to the provision of approved Pregnancy Support Services ( see a full list of allowable and non¬ 
allowable expenditures at the end of this page). Providers shall include a request for these funds in 
their proposed budget and include any documentation necessary to support the request (i.e. 
description of need, pricing, etc.). 

Once approved, the budget will set out the maximum reimbursement amount for the contract term. 
Providers may submit a written request for a budget amendment. 

Remuneration for Services 

Providers will be reimbursed for expenditures for Pregnancy Support Services up to the approved 
budget amount. 

Monthly Invoice and Monitoring Report 

Providers must request payment on a monthly basis through the submission of the properly 
completed Invoice and Monthly Monitoring Report. 

The monthly invoice and report are due to the contract management agency by the 15 th day of the 
month. Should the 15 th fall on a Saturday or a Sunday, the invoice and report are due the following 
Monday. 

Procedure for Incorrect Invoice Packets 

The contract management agency will not correct invoices. If there are errors, providers will receive 
an e-mail and will be responsible for submitting a new corrected invoice. 

Allowable expenditures include the following: 

• Promotional items- Pens, coffee cups, etc. 

• Brochures- Non faith-based (with prior approval of content) 

• Postage and delivery- (for direct correspondence to Pregnancy Support Clients) 

• Training supplies- For program related topics (not faith-based) 

• Office supplies -As related to direct program services 
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• Printing- As related to the contract 

• Bus passes- Expense above reimbursement for client transportation to and from provider and 
health care provider 

Non-Allowable Expenditures for items listed below are prohibited: 

• Flowers 

• Plaques 

• Decorative items, such as potted plants, statues, pictures, etc. 

• Greeting cards 

• Fees and dues related to professional or occupational licenses 

• Entertainment, including food, candy, drinks, or decorations 

• Severance pay and unearned leave 

• Organizational affiliations, fund raising, or lobbying 

• Capital improvements, alterations, building construction, or renovations 

• Purchase of vehicles 

• Cash awards to employees or ceremony expenditures 

• Penalty on borrowed funds 

• Direct monetary assistance to clients 

• Development of software programs 

• Personal cellular telephones 

• Office parties, entertainment 

• Appliances for the personal convenience of the staff including microwave ovens, refrigerators, 
coffee pots, portable heaters, fans, etc. 

• Water coolers, bottled water 
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EXHIBIT D 


MONTHLY INVOICE 


Company Name 

Street Address, City, ST ZIP Code 

Phone Fax 

email 


BILL Contact Name 

T O Company Name 

Street Address 

City, ST ZIP Code 
phone 

No. 

COMMENTS 


Date 

DESCRIPTION 

BALANCE 

AMOUNT 

















































AMOUNT DUE 



Remittance 

Statement # 

Statement # 

Date 

Date 

Amount Due 

Amount Due 
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ATTACHMENT 8 
INSURANCE or BOND FORMS 


Contractor shall, at a minimum, prior to the commencement of work, procure the insurance policies 
identified below at Contractor’s own cost and expense and shall furnish DPH with proof of coverage at 
least in the amounts indicated. Proof of insurance must be received by the DPH Contracts 
Administration within 10 days of execution of this contract. Proof of insurance on renewals must be 
received by DPH Contracts Administration prior to start date of renewal period. It shall be the 
responsibility of Contractor to require any subcontractor to secure the same insurance coverage as 
prescribed herein for Contractor, and to obtain a certificate evidencing that such insurance is in 
effect. Contractor shall indemnify, hold harmless and name the following as Additional Insured: DPH, 
the State of Georgia, its officers, employees and agents from any liability arising out of Contractor’s or 
subcontractor’s untimely failure in securing adequate insurance coverage as prescribed herein: 


A. Workers’ Compensation Insurance, the policies to insure the statutory limits established by the 
General Assembly of the State of Georgia. The Workers’ Compensation Policy must include 
Coverage B - Employer’s Liability Limits of: 

Bodily Injury by Accident $100,000.00 per employee 

Bodily Injury by Disease $100,000.00 per employee 

Bodily Injury by Disease $500,000.00 policy limit 


B. 


C. 


Commercial General Liability Policy(ies) as follows: 

General Aggregate Limit 

Products & Completed Operations Limit 

Each Occurrence 

Personal & Advertising Injury Limit 


$2,000,000.00 

$2,000,000.00 

$1,000,000.00 

$1,000,000.00 


Automobile Liability 


Combined Single Limit 


$1,000,000.00 


D. Liability for property damage in the amount of $3,000,000.00, including contents coverage for 
all records maintained pursuant to this Contract. 


E. Failure to provide Proof of Insurance within the timeframe described above will result in the 
termination of this contract. 


F. As stated above, contractor shall procure and maintain insurance which shall protect the 
contractor and the state from any claims for bodily injury, property damage, or personal injury 
which may arise out of operations under the agreement. Contractor shall procure the insurance 
policies at the contractor’s own expense and shall furnish the state an insurance certificate 
listing the state as certificate holder. The insurance certificate must document that the liability 
insurance coverage purchased by the contractor includes contractual liability coverage to 
protect the state. The certificate shall be furnished no later than ten (10) business days after 
notification of the State’s intent to award a contract. In addition, the insurance certificate must 
provide the following information: 

1. Name and address of authorized agent 

Page 142 of 150 



2. Name and address of insured 

3. Name of insurance company (licensed to operate in Georgia) 

4. Description of coverage in standard terminology 

5. Policy period 

6. Limits of liability 

7. Name and address of certificate holder 

8. Acknowledgment of notice of cancellation to the state 

9. Signature of authorized agent 

10. Telephone number of authorized agent 

11. Details of policy exclusions in comments section of insurance certificate 
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ATTACHMENT 9 


Department of Public Health Form GC-00901A 

BUSINESS ASSOCIATE AGREEMENT 

WHEREAS, the Georgia Department of Public Health (“DPH”) and Life Resources of Georgia, Inc. 
(“Contractor”) have entered into the attached Contract, whereby Contractor will provide functions, 
activities, or services to DPH involving the use of Protected Health Information ("PHI”) as defined by 
Health Insurance Portability and Accountability Act of 1996 (“HIPAA”); 

WHEREAS, DPH is required by HIPAA to enter into a Business Associate Agreement with entities 
which provide functions, activities, or services on behalf of DPH involving the use of PHI; 

NOW, THEREFORE, in consideration of the mutual promises contained herein, DPH and Contractor 
agree as follows: 

1. Terms used but not otherwise defined in this Agreement shall have the same meaning as those 
terms in HIPAA and Title XIII of the American Recovery and Reinvestment Act of 2009 (the Health 
Information Technology for Economic and Clinical Health Act, or “HITECH”), and in the 
implementing regulations of HIPAA and HITECH, now and as they may be amended in the future. 
Together HIPAA, HITECH, and their implementing regulations are referred to in this Agreement as 
the “Privacy Rule and the Security Rule.” 

2. Subject to the limitations of this Agreement, Contractor may use or disclose PHI only to the extent 
necessary to meet its responsibilities as set forth in the Contract, provided that such use or 
disclosure would not violate the Privacy Rule or the Security Rule if done by DPH. 

3. Contractor warrants that the individuals described on Attachment D-1 require access to PHI in 
order to perform services under the Contract. Contractor shall update Attachment D-1 as 
necessary. 

4. Contractor warrants that the individuals described on Attachment D-2 require access to a DPH 
information system in order to perform services under the Contract. Contractor shall notify the 
DPH Project Leader no less than 24 hours in advance if any other individuals will need access to 
the DPH information system 

5. Contractor warrants that only individuals designated by title or name on Attachments D-1 and D-2 
will request or access PHI from DPH, that they will only do so in the performance of services 
under the Contract, and that these individuals will only request the minimum necessary amount of 
information in order to perform those services. 

6. The parties agree that Contractor is a “Business Associate” to DPH within the meaning of the 
Privacy and Security Rule. Contractor shall comply with all obligations of the Privacy Rule and 
Security Rule that apply to DPH, and shall comply with all Privacy Rule and Security Rule 
requirements that apply to Business Associates. Contractor further warrants that it maintains and 
follows written policies and procedures to achieve and maintain compliance with the Privacy and 
Security Rules that apply to Business Associates, and that it will update such policies and 
procedures as necessary in order to comply with the and changes to the Privacy and Security 
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Rules. These policies and procedures, and evidence of their implementation, shall be provided to 
DPH upon request. 

7. All communications related to compliance with this Agreement will be forwarded to the following 
Privacy and Security Contacts: 

A. At DPH: Meredith Grant 

HIPAA Privacy Officer, Office of General Counsel 

2 Peachtree Street, NW, 9 th Floor 

Atlanta, Georgia 30303 

Meredith.Grant@dph.ga.gov 

404-232-1682 


Tamika Bass, CISA, CRISC, CBCP 

Chief Information Security Officer, Office of Information Technology 

2 Peachtree Street, NW, 12 th Floor 

Atlanta, Georgia 30303 

Tamika.Bass@dph.ga.gov 

404-463-0802 


B. At Contractor: 


8. Contractor further agrees:' 
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A. Contractor will not request, create, receive, use or disclose PHI other than as permitted or 
required by this Agreement, the Contract, or law. 


B. Contractor will establish, maintain and use appropriate administrative, physical, and 
technical safeguards to prevent loss, use, or disclosure of the PHI other than as provided 
for by this Agreement, the Contract, or law. 


C. Contractor will implement and use administrative, physical, and technical safeguards that 
protect the confidentiality, integrity and availability of the electronic PHI that it creates, 
receives, maintains, or transmits on behalf of DPH. 


D. In addition to the safeguards described above, Contractor shall impose access controls 
that restrict access to PHI to the individuals listed on D-1 and D-2, as amended from time 
to time. 


E. Contractor will password-protect and encrypt all electronic PHI for transmission and for 
storage on portable computers and media devices. 

F. Contractor will mitigate, to the extent practicable, any harmful effect that result from a loss, 
use, or disclosure of PHI by Contractor in violation of the requirements of this Agreement, 
the Contract, or law. Contractor shall bear the costs of mitigation, which shall include the 
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reasonable costs of credit monitoring or credit restoration when the use or disclosure 
results in exposure of information commonly used in identity theft (including name, date of 
birth, and Social Security Number.) 


G. Contractor will maintain a written Business Associate Agreement with any agent or 
subcontractor that will create, receive, maintain, or transmit on Contractor’s behalf any PHI 
pertaining to DPH. Such Agreement shall provide that Contractor’s agent or subcontractor 
agrees to the same restrictions and conditions of this Agreement with respect to PHI that 
Contractor receives from DPH, and that Contractor’s agent or subcontractor assumes the 
same duties with regard to the PHI that Contractor has assumed under this Agreement. 
Contractor further agrees that if it becomes aware of a pattern of activity or practice of its 
agent or subcontractor that constitutes a material breach or violation of its agreement with 
Contractor, then Contractor shall take reasonable steps to cure the breach or end the 
violation, and if such steps are unsuccessful, terminate the agreement. 

H. Contractor will immediately report to DPH any “Breach” as defined by 45 CFR 164.402, 
and any known or suspected loss, use, or disclosure of PHI that is not authorized by this 
Agreement, the Contract, or law. 

I. Make an initial report to DPH in writing in such form as DPH may require within three 
business days after Contractor learns of a suspected unauthorized loss, use, or disclosure 
of PHI. This report will include the following: 

i. The nature of the loss, use, or disclosure, a brief description of what happened, the 
date it occurred, and the date Contractor discovered the incident; 

ii. The specific data points of PHI involved in the loss, use, or disclosure; 

iii. The names of all persons with knowledge of the loss, use, or disclosure, and the 
names or categories of persons who may have obtained access to the PHI as a 
result; 

iv. The corrective or investigative actions taken or to be taken in order to mitigate 
harmful effects, and to prevent further losses, uses, or disclosures; 

v. Recommended protective actions to be taken by individuals whose PHI may have 
been lost, used, or disclosed; and 

vi. Whether Contractor believes that the loss, use, or disclosure constitutes a Breach. 

J. Contractor will, upon request by the DPH Privacy Officer or the DPH Information Security 
Officer, provide a complete report of the Breach to DPH including a root cause analysis 
and a proposed corrective action plan. Upon request by DPH, Contractor shall implement 
the corrective action plan and provide proof of implementation. 

K. Contractor will report to the DPH Privacy Officer and the DPH Information Security Officer 
any successful unauthorized access, modification, or destruction of PHI or interference 
with system operations in Contractor’s information systems as soon as practicable but in 
no event later than three business days of discovery. 
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L. Contractor will cooperate with DPH and provide assistance necessary for DPH to 
determine whether a Breach has occurred, and whether notification of the Breach is legally 
required or otherwise appropriate. 

M. If DPH determines that a Breach has occurred as a result of Contractor’s loss, use, or 
disclosure of PHI or failure to comply with obligations set forth in this Agreement or in the 
Privacy or Security Rule, then Contractor will provide all required notices to affected 
individuals, the Secretary of the U. S. Department of Health and Human Services, and the 
media, at Contractor’s expense and in accordance with 45 C.F.R. Part 164 subpart D. 
Such notices shall be submitted in advance to the DPH Privacy Officer for approval. 

N. Contractor will honor requests by DPH or by an individual for access to the individual’s own 
PHI in accordance with 45 CFR 164.524; to make PHI available for amendment, and to 
incorporate such amendments into a designated record set in accordance with 45 CFR 
164.526; to provide an accounting of all disclosures of the individual’s PHI in accordance 
with 45 CFR 164.528; to document any such requests and the Contractor’s response; and 
to notify DPH as soon as practicable of any such requests. 

O. Contractor will provide access to the Secretary of the U.S. Department of Health and 
Human Services to Contractor’s books and records and policies, practices, or procedures 
relating to the use and disclosure of PHI received from DPH, or created or received by 
Contractor on behalf of DPH. 

P. In addition to any indemnification provisions in the Contract, Contractor will indemnify DPH 
from any loss or liability resulting from any violation of the HIPAA Privacy and Security 
Rules or Breach that arises from the conduct or omission of Contractor or its employees, 
agents, or subcontractors. Such liability will include without limitation all actual and direct 
costs, settlement payments, damages awarded, civil penalties, litigation expenses, and 
attorneys’ fees incurred by DPH. 

9. Unless otherwise provided by law, DPH agrees that it will: 

A. Notify Contractor of any new limitation in DPH’s Notice of Privacy Practices in accordance 
with the provisions of the Privacy Rule if such limitation will affect Contractor’s use or 
disclosure of PHI. 

B. Notify Contractor of any change in, or revocation of, permission by an individual for DPH to 
use or disclose PHI if such change or revocation will affect Contractor’s use or disclosure 
of PHI. 

C. Notify Contractor of any restriction regarding its use or disclosure of PHI that DPH has 
agreed to in accordance with the Privacy Rule if such restriction will affect Contractor’s use 
or disclosure of PHI. 

D. Before agreeing to any changes in or revocation of permission by an individual, or any 
restriction to use or disclose PHI, DPH will contact Contractor to determine feasibility of 
compliance. DPH agrees to assume all costs incurred by Contractor in compliance with 
such special requests. 

10. The effective date of this Agreement shall be the same as that of the Contract. Unless otherwise 
terminated, this Agreement shall continue until all of the PHI provided by DPH to Contractor, or 
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created or received by Contractor on behalf of DPH, is destroyed or returned to DPH. 

A. Termination for Cause. Upon violation of a material term of this Agreement by Contractor, 
DPH may provide an opportunity for Contractor to cure the breach and, if Contractor fails 
to cure the breach, terminate the contract upon 30 calendar days’ notice. 

B. Termination for Convenience. In the event that the Contract is terminated for any reason, 
then DPH may terminate this Agreement for convenience. 

C. Effect of Termination. 

i. Upon termination of this Agreement, DPH shall determine whether return or 
destruction of PHI is feasible. If so, then Contractor shall at the direction of DPH 
either destroy the PHI or to return it to DPH, keeping no copies. If DPH determines 
that return or destruction is not feasible, then Contractor shall continue to 
extend the protections of this Agreement to the PHI for as long as Contractor 
maintains the PHI, and shall limit the use and disclosure of the PHI to those 
purposes that make the return or destruction of the PHI infeasible. 

ii. The obligations imposed upon Contractor with respect to its care, use, and 
disclosure of PHI, and its duty to comply with the Privacy and Security Rule with 
regard to such PHI, shall survive the termination of this Agreement and the 
termination or completion of the Contract. 

11. Nothing in this Agreement is intended to confer any rights, remedies, obligations, or liabilities upon 
anyone other than DPH and Contractor. 

12. This Agreement is intended to supplement, and not to diminish or alter, the terms and conditions 
of the Contract. 
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ATTACHMENT D-1 


Individuals Permitted to Receive, Use, and Disclose DPH PHI 
The following individual, as employees or agents of Contractor, need access to DPH Protected Health 



Approved methods of secure delivery of PHI between Contractor and DPH: 

• Secure FTP file transfer (preferred) 

• Encrypted email or email sent through “secure tunnel" approved by DPH Information Security 
Officer 

• Email of encrypted document (password must be sent by telephone only) 

• Encrypted portable media device and tracked delivery method 

Contractor must update this list as needed and provide the updated form to the DPH Project Leader. 
Use of DPH Protected Health Information by individuals who are not described on this Attachment D- 
1, as amended from time to time, is a violation of the Agreement. 



Page 149 of 150 




ATTACHMENT D-2 


Parti: 


Please initial beside the correct option. Please select only one option. 



Contractor DOES NOT need any user accounts to access DPH Information Systems. 
Do not complete Part 2 of this form. 

Contractor DOES need user accounts to access DPH Information Systems. Please 
complete Part 2 of this form. 


Part 2: 


Please complete the table below if you indicated that Contractor DOES need any user accounts to 
access DPH Information Systems. Please attach additional pages if needed. 

List of Individuals Authorized to Access a DPH Information System Containing PHI 

The following individuals, as employees or agents of Contractor, need access to DPH Information 
Systems containing DPH Protected Health Information in order for Contractor to perform the services 
described in the Contract 


Full Name 

mmm i 

DPH Information 

System 

Type of Access 
(Read only? Write?) 


mm 




















The DPH Project Leader must submit a completed DPH Network Access Request Form for each 
individual listed above, and for anyone who might iater be added to this list. 

Contractor must notify the Project Leader identified in the Contract immediately, but at least within 24 
hours, after any individual on this list no longer needs the level of access described. Failure to 
provide this notification on time is a violation of the Agreement. 

Contractor must update this Attachment D-2 as needed and provide the updated form to the 
DPH Project Leader. 


[DPH Form GC-00901A (Rev. 7.2.2013)] 
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